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THE NEWS CONDENSED. 
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FOREIGN.— s from London yester- 
day tell of extraordinary eer A in the 
. British and the probable calling out 
of the yolwmteers in anticipation of 
trouble with! France. The feeling of un- 
rest at the British capital furnished more 
color to the War rumors than at any time 
since ‘Fashoda dispute arose. France, 
acetir to reports from Paris, will re- 
call the Marchand expedition, but will de- 
mand fuli understanding of England's 
siti with reference to the whole 
ptian q#estion, and in this confidently 
expects Russia and, perhaps, Germany to 
join. Emperér William has curtailed his 
trip in the Holy Land on account of Bu- 
ropean complications, and will return to 
Germany earlier than was expected. The 
powers 4 China are entertaining a propo- 
sition to jointly take possession of the 
railway frem Shan-Hai-Kwan to Peking 
unless the Chinese Government promptly 
withdraws its troops to a safe distance 
from the lime.—Pages 1 and 7. 


Page 1. 

P. D. Armour, it is said, lost a large sum 
yesterday as the result of a squeeze in 
October short ribs engineered by a syndi- 
cate of * Wnglish’”’ packers. 

The ex-Spenish warship Maria Teresa 
sailed: from Caimanera, Cuba, for Nor- 
folk, Va., yesterday, escorted by the Vul- 
can and tae Leonidas. 

Cooper Union was filled last night by men 
and women who heard ex-Police Commis- 
sioner Mos make reply to Richard Croker 
and charge immorality in the city under 
Tammany rule. Chauncey M. Depew 
opened the meeting with an address. 

At the joint meeting of the Peace Commis- 
sions yesterday the Americans formally 
demanded the entire group of the Philip- 
pine Islands, refusing to assume any of 
the debt §f’the islands except that which 
covers (fpenditures for improvements 
and betté#ments. 

! Page 2. 

Seven Generals are mustered out of the vol- 
unteer service by an order issued yester- 
day by Setretary Alger. 

There are nivw ten State tickets for the ap- 
proaching ‘lection in Colorado, but only 
four candidates for the Governorship. 

The lawyers of the Twenty-third Assembly 
District organized yesterday to assist the 
Committee, of One Hundred in the judi- 
ciary campeign. 

Dr. S. J. OjNeil, at a ratification meeting 
last night im the Thirtieth Assembly Dis- 
trict, annowinced his return to the Tam- 
many organization. 

Four thousand wheelmen took part in the 
jubilee cycle parade on Fifth Avenue last 
night. Thousands of people crowded the 
walks alo the route. 

A man andsfwoman at Cleveland, Ohio, at- 
tempted commit suicide yesterday by 
binding themselves together and jumping 
into the lake. They were rescued. 

(he Tammany Hall Law Committee yester- 
day a te to inform Superintendent of 
Elections McCullagh that he is violating 
the law by, delaying the execution of war- 
rants, 

(Countess Adeline Schimmelman, who is 
making a-:tour of the lakes doing evan- 

elistic werk, fell from the gang-plank of 

/her yacht at Detroit on Sunday night and 

‘ Was nearly drowned. 

Judee Van Wyck, Democratic candidate for 
Goverfior, jaddressed a large audience in 
the Opera’ House at Utica last night. He 

welt at length on the canal scandals. Ex- 
ter Hill also delivered a speech. 

Dr. Silas C. Swallow, ‘“‘ Honest Govern- 
ment” candidate for Governor of Penn- 
Sylvania, atcuses Democratic Sta'te Chair- 
man John M. Garman of offering to “ sell 
out ” certain counties to Senator Quay. 

. Page 3. 

»Col. Roosevelt made a fiytng tour of Brook- 
to Manhattan last 
evening, and he finished it ahead of sched- 
ule time. Many devious ways had to be 
traversed to get to various stages, and 
one climb in particular, the Colonel re- 
marked, reminded him of San Juan Hill. 
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The battleships Oreg»1 and Iowa have ar- 
_tived at-Bahia, Brazil. 


“Chauncey M. Depew said yesterday that 
the Joint Traffic Association would be dis- 
solved and that it was hoped that a re- 
stricted pool might be formed. 

Whe Court of Appeals has sustained an in- 
unction which forbade creditors of Gen. 

erdinand P. Earle to foreclese thvir 
mortgage upon the Hotel Normandie. 

Experimental trips between St. Petersburg 
and this city are to be made by the United 
Steamship Company of Copenhagen, with 
a view of establishing a direct line be- 
tween Russia and the United States. 

Page 5. 

The Society of United Hebrew Charities heid 
its annual meeting at Temple Emanu-El. 
The winners at Aqueduct yesterday were 
Village Pride, Banquo IL, Swiftmas, Rare 

Perfume, Nosey, and Dr. Withrow. 
Page 7. 

Members of the war investigating commis- 
sion heard testimony yesterday at Knox- 
ville, Tenn., and at Lexington, Ky. 

gohn Reed, the notorious swindler, has es- 
caped from the custody of a Massachu- 
Betts State prison keeper and is now at 
large. 

(Lambert Wilt, who is wanted at Jungbunz- 
lau, Bohemia, on the charge of robbing a 
savings bank there, of which he was teller, 
Was arrested with his wife and her aunt 
yesterday at St Louis. 

‘A majority of the representatives of the 
Cuban Army at the council in session at 
Santa Cruz del Sur are said to be in favor 
of disbanding the army and dissolving the 
insurgent Government. 

(Col. Leonard of the Twelfth New York yes- 
terday told the President’s investigating 
commission that he had to expend large 
Sums to purchase necessary medicines and 
shoes for his men which the Government 
Officers neglected to supply. 

Page 12. 

The memorial to the late architect, Richard 
Morris Hunt, was formally turned over to 
the city yesterday, George B. Post repre- 
senting the donors. 

Whe Ninth Regiment was not mustered out 
yesterday. A question has been raised 
as to the standing of the officers who did 
not receive their commissions promptly. 

Ex-Police Justice William P. Douglass of 
Jersey City said yesterday that his dis- 
appearance and absence of six weeks 
Were caused by insomnia and neuralgia. 

steamship City of Wash- 

ington, which arrived yesterday morning 
from Havana, was detained by Health 

Officer Doty fon disinfection. She will be 

released this morning. 


. Mrs. Waring, her son, John P. Yates, and 


Miss Gilfillan, the nurse who attended Col. 
Waring to the time of his death, returned 
yesterday to the apartments in the -Ruth 
erford, 175 Second Avenue, which had been 
thoroughly disinfected. 


‘€ (The Board of Estimate and Apportionment 


yesterday passed the city 
amounting to $93,520,082.03. A cut of $19,- 
020,185.02 was made. Several appropria- 
tions were attributed by the Controller to 
abnormal conditions resulting from con- 
solidation. 


fWilliam R. Grace said yesterday that a 
Nicaragua canal will be built by a new 
company under the Cragin-Eyre conces- 
6ion. President Hitchcock of the Mari- 
time Canal Company said the canal would 
be built under the old concession. The 
Nicaraguan Congress has unanimously 
approved the agreement made between 
President Zelaya anc Messrs. Eyre and 
Cragin, by which the latter are authorized 
to construct a canal. 
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$700 Burglary in Flatbush. 


A seven-hundred-dollar burglary was com- 
mitted in Flatbush on Sunday night. The 
house of Ferdinand Weber, at 225 Ocean 


Avenue, was entered during the absence of 
the family and all the silverware in the 
place was taken. The burglars gained an 


* entrance by forcing the catch of one of the 


parlor windows. 


A well-dressed man is armed from 
to foot for the battie of life. Morley & 
Tight, merchant tailors, 19 West 26th St., four 
west of Broadway. Moderate prices.—Adv. 
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IT LOOKS LIKE 
WAR IN LONDON 


British Naval Preparations Are 
Pushed with Great Activity. 


SHIPS TAKING ON FULL CREWS 


Arrangements Being Made for the 
Formation of Squadrons for Defense. 


It Is Believed that Orders Have Been 
Issued for the Mobilization of 
Troops Without Delay—France 
Not So Greatly Excited. 


LONDON, Oct. 31.—The British naval 
preparations are being pushed with great 
activity, and there is a.spirit of unrest and 
uncertainty in London. The aggressive tone 
of some of the French papers and the vig- 
orous and well defined movement for na- 
tional defense in England and France alike 
are not reassuring in the least 

The British Emergency Squadron is gath- 
ering at Davenport with all possible speed. 
Seven battleships and one cruiser have been 
thus far designated to join this squadron. 
Officers and sailors have been hurriedly re- 
called from leave of absence, several battle- 
ships and cruisers at Portsmouth are taking 
their full crews on board, and other warl'ke 
preparations are being made. 

A number of signalmen now on duty with 
the British Channel Squadron, which arrived 
at Gibraltar this morning, have been 
ordered home for service, it is presumed, on 
board the auxiliary cruisers, if the latter 
are required for active service. 

A sensation has been caused by the arrest 
this morning of a supposed Rusian spy at 
a fort near Harwich. The man was already 
under surveillance and went to a redoubt, 
where he tried to obtain scme information 
from a sentry regarding the fortifications. 
He was promptly arrested, and inquiries are 
being made regarding his antecedents. 

It was also asserted to-day that the com- 
manding officers of the London volunteer 
regiments had received orders to prepare 
for immediate mobitization, and it was as- 
serted that the different artillery corps have 
been informed as to the forts on the south- 
ern and eastern coasts to which they have 
been allotted. 

Yesterday (Monday) a sudden order was 
received at Dover for an experimental mo- 
bilization of the defense forces. All the 
heights and forts were smartly occupied, in 
a manner giving full satisfaction. 

The arsenal at Woolwich is working until 
11 o’clock every night, the Government hav- 
ing given large order for guns, search- 
lights, and other naval equipment. 

The British Channel squadron has 
anchor off Gibraltar. 

The advices from Paris in the special dis- 
patches this morning add little to what 
was already known regarding the situation 
at Fashoda. It is believed that Capt. Bara- 
tier is taking only verbal instructions for 
Maj. Marchand. 

The idea prevails at the French capital 
that Count Muravieff, the Russian Foreign 
Minister, while there on his recent visit, 
promised Russian support in reopening the 
whole Egyptian question, and that Major 
Marchand will be instructed to. fall back 
and maintain his occupation of all Bahr- 
el-Gaze! posts. 

The Pall Mall Gazette, this afternoon, 
savas: ‘‘ England has been and even now is 
so near war that the Government has car- 
ried its preparations to the furthest limit of 
the preparatory stage. It has been arranged 
to call out the reserves and militia and to 
mdbilize the volunteers simultaneously, and 
to form large camps at various important 
railroad junctions, where rolling stock and 
locomotives will be concentraied. 

The’ Daily Mail this morning publishes no 
news regarding England’s war preparations, 
explaining that silence is due to a letter 
from the War Office asking it not to publish 
“anything which might be useful to a pos- 
sible enemy.” 

‘* We Intend to ascertain to-day,” says The 
Daily Mail, ‘‘ from the War Office and the 
Admiralty exactly what kind of news it 
would be permissible to publish.”’ 

The Daily Mail confirms the reports of un- 
exampled activity at the French dockyards, 
notably at Toulon, where the coast forts 
have been experimenting with melinite shells 
against an old gunboat. 

The Cairo corrrespondent of The Daily 
Mail says an Egyptian battalion has been 
dispatched to Fashoda. 

Most of the papers are full of alleged war 
preparations, despite the undoubted fact 
that the authorities are doing their best to 
discourage publication and are even denying 
statements that have already appeared. 


cast 


SHIPS COALING AT VICTORIA. 


VICTORIA. B. C., Oct. 31.—The departure 
of her Majesty’s ship Amphion Sa#hday for 
the Society Islands, the French colony in the 
South Seas, did not end the activity at the 
Esquimault naval station.. As soon as she 
left the wharf at the dockyard the dock- 
yard crew was detailed to get the dry dock 
in readiness for the reception of her Majes- 
ty’s ship Leander. She, too, is to go on a 
long voyage, or at least be in readiness for 
any duty that she may be called upon to 


perform. 

The most significant feature outside of the 
departure of the Amphion, however, is the 
activity on her Majesty’s ship Imperieuse, 
Admiral Palliser’s flagship. Sunday a large 
number of men were given shore leave, a 
very unusual thing on Sundays, and this 
morning she commenced coaling. It is un- 
derstood that she goes out under orders on 
Thursday, but it is not likely that she will 
follow the A on, as that would leave 
Ssnuimault with a small fleet, the Leander, 
Icarus, two to o boat destroyers, and 
two torpedo boats. 


FRANCE WILL MAKE DEMANDS. 


PARIS, Oct, 31.—The Eclair to-day says 
it learns on reliable authority that the Fa- 
shoda question will be settled favorably to 
Great Britain by the recall of Major Mar- 
chand. France, the paper adds, yields all, 
reserving only the question of the right to 


the Bahr-el-Ghazal district, which she does 
not consider as g to Egypt. 
Continuing, the air remarks: ‘‘ M. Del- 
cassé, however, has now decided to raise the 
whole Egyptian question, which should have 
been done from the first, and thus avoid the 
humiliation of to the British ulti- 
matum. When the question is thus en- 
larged, France will not be alone in its dis- 
cussion with t Marquis of Salisiury. 
Egypt interests the powers. Russia has 
promised M. D most effective as- 
sistance, and, 4 any has the big- 
gest interest, in view her vast African 
possessions and trade in the Far East that 
me exclu- 
ed to support 


sively British, 
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Franco-Russian arguments for a definitive 
settlement of the Egyptian question.” 


PREPARATIONS AT HALIFAX. 


HALIFAX, N. S., Oct. 31.—Every avail- 
able shipwright in this city has been en- 
gaged by the naval authorities here, and or- 
ders have been given to prepare the battle- 
ships and other vessels for sea aS soon as 


possible. Saturday the men worked all day, 
ens unprecedented in the dockyard 
ere. 

The great activity displayed is the result 
of messages from the home authorities. ‘he 
battleship Renown, the cruisers Pelican and 
Cordelia, the gunboat Columbine, and two 
torpedo boats are now here and will be fit- 
ted out as soon as possible. So far they 
have not been ordered away, but instruc- 
tions are hourly expected. 


BRITISH SAILORS IN A WRECK. 


They Were Being Hurried to Her Maj- 
esty’s Pacifie Squadron. 


WINNIPEG, Manitoba, Oct. 31.—The spe- 
cial naval train carrying 133 sailors and 11 
officers to Esquimault for the British Pa- 
cific Squadron was derailed east of Rat 
Portage at 1:30 o’clock this morning by a 


broken rail. The tender, two baggage cars, 
and three colonist cars went over the em- 
bankment, ten feet high. Frank Flockney 
and William Miller, boys from the training 
ship Agincourt, of Chatham, England, were 
killed. Samuel Harrison, stoker, of Edin- 
burgh, and Thomas Burns, seaman, were in- 
jured; also a man named Smith from Papin- 
eauville, Quebec, who was stealing a ride. 
The men were being hurried to the Pa- 
cific for duty on account of the Anglo- 
French controversy. 


EMPEROR WILLIAM TO RETURN. 


He Is Curtailing His Visit to the Holy 
Land—Will Not Go to 
Jericho, 


JERUSALEM, Oct. 31.—The Hmperor and 
Empress of Germany are curtailing their 
visit to the Holy Land. They have aban- 
doned their trip to Jericho, owing to the 
European complications, and it is also be- 
lieves they will not go to Syria. 

Their Majesties, this morning attended the 
consecration of the Church of the Redeem- 
er. The ceremony, in which the natives 
took a leading part, was most impressive 
and was marked with the greatest pomp. 

It is understood that their Majesties will 

remain here for some days. At 7 o’clock 
yesterday morning Empress Augusta Vic- 
toria attended the opening of the German 
Orphanage in a vineyard near Bethlehem. 
Their Majesties have spent considerable time 
amid the scenes connected with our Lord’s 
nativity. They have visited the Pool of 
Bethesda, the traditional site of the Ascen- 
sion, and the Garden of Gethsemane, and 
have enjoyed the magnificent view of the 
Dead Sea and Plains of Jericho to be had 
from the summit of the Mount of Olives. 
_ Attired simply and like an ordinary tour- 
ist, the Pmpress has charmed her hosts by 
her unaffected grace of manner. Emperor 
William, too, has appeared as a simple pil- 
grim, not courting demonstrations. Never- 
theless the imperial visitors have been 
everywhere accompanied by picturesque 
thrcngs—for the most part silent, in accord- 
ance with Oriental custom—consisting of 
swarthy 3edouins, fierce-looking Kurds, 
Jews, Levantines, and Europeans, a hetero- 
geneous mixture that could not be assem. 
bled in any other city in the world. 

Various reasons are ascribed for the Em. 
peror’s curtailment of his trip, but it is said 
that the main cause is the excessive heat 
and the discomfort of travel. Nearly forty 
horses have already succumbed, and the 
Emperor has, therefore, decided to return 
to Haifa from Jaffa by sea. It is now be- 
lieved that he will go to Damascus, 


THE NEW FRENCH CABINET. 


M. Dupuy Has Succeeded After Many 
Difficulties in Making Up His 
List of Ministers. 


PARIS, Oct. 31.—The new Cabinet is con- 
stituted as follows: 
Premier and Minister of the Interior—M. 
Dupuy. 
Minister 
Minister 
Minister 
Minister 
Minister 
Minister 
Leygues, 
Minister 


of Justice—M. Lebret. 
of War—M, de Freycinet. 
of Marine—M, Lockroy. 
of Foreign Affairs—M. Delcassé. 
of Finance—M. Peytral. 
of Public Instruction — M. 


of Commerce—M. Deloncle. 
Minister of the Colonies—M. Guillain. 
Minister of Agriculture—M. Viger. 
Minister of Public Works—M. Krantz. 


M. Dupuy’s Cabinet as now formed con- 
sists of four Conservative Republicans and 
the rest are Radical Republicans. Of the 
eleven names, MM. Dupuy and de Freycinet 
have been Premiers of France, and MM. 
Lockroy, Peytral, Delcassé, ana Viger have 
been Ministers in former Cabinets. MM. 
Lockroy, Peytral, Viger, and Delcassé held 
their present portfolios in the late Brisson 
Cabinet. 

Concerning the Minister of Marine, who 
succeeds himself from the Brisson Cabinet, 
it may be interesting to know that ‘“* Lock- 
roy” is merely a pseudonym, or nom de 
guerre, his real name being Edouard 
Etienne Antoine Simon. He is a well-known 
Deputy and journalis:, and was born in 
Paris in 1838, 

M. de Freycinet, (Charles Louis de Saul- 


ces,) who is down for the portfolio of War, 
was born at Foix in 1828. He was edu- 
cated as a civil and mining engineer at the 
Ecole Polytechnique. Later he was en- 
gaged on several scientific missions for the 
Government. After the war of 1870, he 
was appointed Prefect of Tarn-et-Garonne. 
From 1876 to 1882 he was a Senator from 
the Department of the Seine. He accepted 
the portfolio of Public Works in the Du- 
faure Ministry of 1877, and was continued 
under M. Waddington, whom he succeeded 
in December, 1879 as President’ of the 
Council. Since them he has several times 
been Premier and Minister of War and once 
Minister of Foreign Affairs. He has 
also made his mark as an author of eco- 
nomics on engineering works. He is a 
member of the Academy of Sciences of the 
French Institute. 

Théophile Delcassé, who succeeds himself 
as Minister of Foreign Affairs, was born 
in 1852, and is a Doctor of Letters. He be- 
gan his public career in journalism. 

Paul Louis Peytral, the new Minister of 
Finance, was born in Marseilles fifty-six 
years ago. His youth and early manhood 
were passed as an apothecary in = Mar- 
seilles; he also held the office of Conseiller 
Général for his department. He was elect- 
ed to the Chamber in 1881. He entered the 
Cabinet formed by M. de Freycinet in 1886 
as Under Secretary of State to the Minister 
of Finance, who was then M. Sadi Carnot, 
later President of the Republic. After re- 
tiring from the Ministry he became Presi- 
dent of the Budget Commission. From 1888 
to February, 1889, he served as Minister of 
Finance in the Floquet Cabinet. In politics 
he is a Radical Republican. 

The new Minister of Public Instruction, 
Jean Claude Georges Leygues, was born in 
1857. He studied law in Villeneuve-sur-Lot 
his native town, and in 1874 he founded 
there the Republican journal L’Avenir du 
Lot et Garonne. He was first elected to the 
Chamber in 1889. He is a fairly well-known 
author and poet. 

Marie Albert Viger, who is slated for the 
portfolio of Agriculture, is a doctor of medi- 
cine, fifty-five years of age. He was elected 
to the Chamber as a Radical Republican in 
1885, and as a member of the Extreme Left 
he introduced many economic reforms. He 
has given much attention to the study of 
school systems, and has constantly fought 
for the reform of the school system in 
France. M. Ribot called him to his Cabinet 
in 1893 as Minister of Commerce. 

Ther are two MM. Krantz, well known in 
France, Jean B. S. and Jules F. E., cousins, 
one an engineer and the other a ret na- 
val officer, who served as Minister o e 
in 1891, and later thrice as Minister o rine 
and of the Colonies; his Ministerial career 
ended in 1889. Ic is unlikely that either of 
these gentlemen is the M. Krantz, who is 
slated for the portfolio of Public Works. 

M. Deloncle, down for Minister of Com- 
merce, is @ brother of the late Capt. De- 


loncle of the ill-fated French Line steamer 
La Bourgogne, and a rabid expansionist. 


THE DREYFUS CASE IN HAND. 


Counselors Appointed to Proceed with 
the Supplementary Inquiry—The 
Secret Documents Not 
Forthcoming. 


PARIS, Oct. 31.—The criminal section of 
the Court of Cassation this afternoon ap- 
pointed counselors to proceed with a sup- 
plementary inquiry into the Dreyfus case, 
and counsel for the Dreyfus family went to 
the Ministry of War for the “purpose of 
studying the secret documents in the case. 

M. Lockroy, who is still acting as Minis- 
ter of War pending the installation of his 


successor, M. de Freycinet, raised diffi- 
culties about delivering the documents, and 
only allowed counsel to inspect certain of 
them, 


LONDON, Nov. 1.—The Paris correspond- 
ent of The Times, dilating upon the fact 
that the Dreyfus affair occurred under M. 
Dupuy’s former Premiership and when 
President Faure was Minister of Marine, 
says: 

“It is disquieting for the revisionists 
that M. Faure now confers the Premiership 
upon M. Dupuy, as these two are called 
upon to screen their former colleague, Gen. 
Mercier. Certainly the combination occurs 
somewhat tardily, now that the Court of 
Cassation is in possession of the affair; 
but, on the other hand, M. de Freycinet, 
the new Minister of War, has never faced 
difficulties, but has always turned from 
them or eluded.them. 

‘He is past master in the art of meeting 
great questions by petty solutions, and lL 
fear that under him the bright sunshine 
demanded may change into a _ rushlight, 
flluminating only a tiny corner of the mys- 
tery. Not that M. de Freycinet is likely to 
burn or withhold the secret dossier, but 
there are such labyrinths in his brain that 
you never know what Ariadne could dis- 
cover the clue. We may expect any sur- 
prises rather than a clear solution. Nobody, 
however, denies the superiority of his nat- 
ure, and it may be hoped that, being satiat- 
ed with office and having probably re- 
nounced the dream of supreme power cher- 
ished so many years, he will place his 
great subtlety and adroitness at the serv- 
ice of the highest cause of truth and jus- 
tice, without trembling before any one—he 
who has hitherto always trembled before 
somebody.”’ 


ARMOUR CAUGHT IN A SQUEEZE. 


Said to Have Lost Heavily on October 
Short Ribs Forced up by a 


Syndicate of Packers. 


CHICAGO, Oct. 31.—P. D. Armour lost a 
large sum to-day as the result of a little 
squeeze in October short ribs, if the gossips 
on ’Change know whereof they speak. It 
was the last day of the October delivery, 
and ribs, which could have been bought with 
comparative ease on Saturday at $5.30 a 
hundred pounds, and on Friday as low as 
$5.12%, were apparently scarce with the 
price soaring up toward $7. The price was 
only stopped at $6.75 by private settlement 
of about 3,000,000 pounds. 

There is no telling where the deal would 
have gone had the‘people running it pushed 
it to extremes. They demonstrated their 
absolute control of the situation. It was 
the culmination of a deal by a syndicate 


of what are known as the “ English” pack- 
ers, with a number of concerns associated 
with them, said to have been against John 
Cudahy and P. D. Armour—though his rep- 
resentatives deny it—and had been under 
way for something like two months. 

Just who constitutes the Syndicate has 
not yet been made public, but it includes 
Swift & Co., the Chicago Packing Com- 
pany, the Continental Packing Company, 
the International Packing Company, and 
probably the several commission concerns 
which are made up of the people largely 
interested in the packing companies named. 
The acting head of the combination was 
Samuel MacClean, the manager of the 
Anglo-Americ mn Packing Company. 

Up to Saturday night all the members of 
the syndicate had ribs to sell for October 
delivery at $5.30. This morning there were 
practically no offerings, and on the buying 
of 250,000 pounds by Logan, Lamson, and 
other commission concerns the price was 
put up from a nominal opening at $5.3714 
to about $5.62%. A. H. Farnum, toward the 
latter part of the session, was credited with 
buying 100,000 pounds at $6.75, and a few 
minutes later it was practically confirmed 
that a private settlement had been made 
on 2,050,000 pounds at $6.75. MacClean, 
who acted for the people running the deal, 
confirmed a private settlement on the quan- 
tity, but refused to say with whom the sét- 
tlement had been made. 

It was generally understood that Mr. 
Farnum had something to do with this pap- 
ticular deal, and nine out of ten persons in 
the provision pit believed that Mr. Armour 
had finally come in after stubbornly stand- 
ing out on a big short line. The quantity 
of ribs on which a settlement had been 
made was raised by common gossip to 
8,050,000 pounds after the close. No one but 
the people in direct interest know just what 
settlements were made privately to-night 
on the basis of closing prices. 


MAKES ARTIFICIAL TOBACCO. 


New Jersey Chemist Lays Claim to An 
Important Invention, 


PLAINFIELD, N. J., Oct. 31.—Charles 
Efros, a chemist living at Fanwood, claims 
to have inveated a substance that is vir- 
tually tobagco in everything except the 
presence of the poisonous essence of nico- 
tine. The artificial tobacco, it is claimed, 
contains all the qualities of the natural 
weed, as in appearance, odor, taste, burn- 
ing quality, and effect. It cannot be de- 
tected from the actual tobacco growth, it 
is said, except by investigation or chemical 
analysis. 

Before another year is passed it is stated 
that three factories will be equipped with 
machinery for its manufacture, and that 
the tobacco market. will be revolutionized 
by its being put into competition with the 
natural product of tobacco. As a test, Mr. 
Efros, it is said, has produced a small 
quantity of it, and experts on tobacco who 
were allowed to smoke it pronounced 
it the genuine article till informed of its 
real nature. 

THE WEATHER. 

The local forecast may be found at the top of 

this page to the right of the title. 


Fair weather has prevailed except in northern 
Rocky Mountain and middle and northern plateau 
regions, where rain is reported. The tempera- 
ture has risen throughout the central valleys and 
has fallen decidedly west of the Rocky Mount- 
ains. A storm centre has moved eastward over 


the British Northwest territory and is central 
over Manitoba. There is some evidence of a cy- 
clonic development south of Havana. 

Fair weather with slowly rising temperature is 
indicated for the Atlantic Coast and Gulf States 
and the Ohio Valley. Cloudy and cooler weather 
with rain is indicated from the middle and north- 
ern Rocky Mountain districts over the middle and 
Upper Missouri and Upper Mississippi Valleys 
and the Western lake region to-day. By to-mor- 
row the rain area will probabiy extend to the 
Middle Atlantic and New England States. 

Storm signals are displayed over the southern 
part of the Florida Peninsula and at Key West, 
also on the lakes at Pepin, Houghton, Mar- 
quette, Escanaba, and Green Bay section, and in- 
formation signals on the Gulf Coast from New 
Orleans to Tampa, and on the Atlantic Coast at 
Jacksonville. 

The record of temperature for the twenty-four 
hours ended at midnight, taken from THE NEW 
YorxK TIMEs’s thermometer and from the ther- 
mometer of the Weather Bureau, is as follows: 

—Weather Bureau.— TIMEs. 
1897. 1898. 
--41 49 
38 49 
52 

56 

D4 

51 

9 48 
12 47 

THE TIMEs’s thermometer is 6 feet above the 
street level; that of the Weather Bureau is 285 
feet above the street level. 

Eaeeenge temperatures yesterday were as fol- 
ows: 

Printing House Square 50% 
Weather Bureau Se ee ea ican 
Corresponding date 1897 ‘ eine 
Corresponding date for last twenty years....49 

The maximum temperature yesterday was 56 
degrees at 11 A. M., and the minimum 43 de- 
grees at 5 A. M, The humidity at 8 A. M. was 
76 per cent., and at 8 P. M. 66 per cent. 


WE HOLD THE PHILIPPINES 


United States Commissioners For- 
mally Announce This at Paris 
tothe Madrid Government. 


SPANIARDS ASK FOR TIME 


The Demand Causes Surprise and Dis- 
approval at Madrid—No Debts 
Assumed Except Those In- 
curred for Betterments. 


‘PARIS, Oct. 31.—At the joint meeting of 
the Peace Commissions to-day the Amer- 
ican Commissioners presented a written ex- 
pression of the purpose of the United 
States to take the entire group of Philip- 
pine Islands and to assume such proportion 
of the Philippine debt as has been spent for 
the benefit of the islands or their inhabi- 
tants, in public works, improvements, and 
permanent betterments. 

It was also set forth that the United 
States would not assume any part of the 
Philippine debt which had been incurred by 
Spain for the furtherance of military or 
naval operations to quell insurrections of 
the natives. 

The session was eventually adjourned 
until Friday, in order to give the Spaniards 
time to prepare a reply. The session to- 
day lasted a little over an hour. 

It was shortly befcre 2 o’clock when the 
ten Commissioners confronted each other 
across the table on which in 1788 Benjamin 
Franklin and his colleagues signed the 
treaty of independence of the United 
States. Outside, the carriages of the two 
commissions were drawn up on the graveled 
drive, awaiting the pleasure of the Commis- 
sioners. 

The day was bleak, with flying clouds, fit- 
ful sunshine, whirling leaves, and raw air. 
The Presiaent of the Spanish" Commission, 
Senor Montero Rios, whose heaith at one 
time was so precarious as to threaten an 
indefinite adjournment of the sessions of 
the commissions, had improved to the ex- 
tent of enabling him to attend to-day’s 
meeting. He arrived at the Foreign Office 
in a closed carriage, with his colleagues, 
shortly after the Americans reached the 
meeting place. 

The Spanish Commissioners took their ac- 
customed places at the historic table, the 
afternoon light full in their faces, while the 
Americans ranged themselves opposite, with 
their backs to the light, and with the inter- 
preter standing at the end of the table, on 
the right of Judge Day and the left of 
Sefior Montero Rios. 

Secretary Moore, upon the request of 
Judge Day, passed to Mr. Ferguson, the in- 
terpreter, the formulated demands of the 
United States regarding the Philippines, 
which were read to the Spaniards in their 
own tongue by a rapid rendering from the 
English, in which they were written. Al- 
though the Spanish Commissioners did not 
betray anxiety, their attention to the read- 
ing was keen. They had anticipated that 
the United States would take over the isl- 
ands, but the terms and details of the 
transfer had all along been a subject of 
speculation. 

The reading disclosed the fact that the 
United States Government had determined 
to possess for itself certain territory and 
parcels of land bounded by and lying within 
such parallels of latitude and longitude as 
mark the limits of the Philippine Archipel- 
ago. The presentment specifies that the 
United States will reimburse Spain to the 
extent of her ‘ pacific expenditures ’’ made 
in the archipelago. This phrase “ pacific ex- 
penditures ’ is employed to differentiate the 
expenditures by Spain in combating insur- 
rections in the Philippines. It is held by 
the Americans that the war debts of the isl- 
ands must be logically assumed by Spain 
as the inevitable hazard to a nation resort- 
ing to arms to enforce order in its own ter- 
ritory. . 

Such is the determinative and, therefore, 
the vital portion of the presentment made 
by the American Commissioners to-day, 
and it is to be observed that, while the 
main proposition as to possession and finan- 
cial responsibility is clear and definite, many 
details have been left to the developments 
of the discussion between the two commis- 
sions. Thus,. while the Spaniards are to- 
night quite certain that the United States 
intend to reimburse them for “ pacific ex- 
penditures,” they remark that they are not 
enlightened as to whether the Americans 
expect to indorse the Spanish obligations to 
the extent of ‘‘ pacific expenditures ’’ in the 
archipelago, or whether they will hand 
Spain a lump sum of gold large enough to 
cover Spain’s outlay so designated. 

Possibly the American Commissioners 
themselves are not at this moment fully 
determined on this point. It is unlikely, 
however, that the Americans will care to 
become identified in the slightest degree 
with Spain in her responsibility to her cred- 
itors, The clearer method seems to be to 
hand to Spain spot cash, or something as 
good, and to bid her apply it on her debts 
by whatever name known, or to put it in 
her wallet for whatever use she may elect. 

While the United States has designated 
“pacific expenditures”’ as those they will 
reimburse to Spain, the presentment of the 
American Commissioners to-day did not de- 
mand either a schedule or an inventory of 
the same from tne Spaniards. But the sug- 
gestion naturally raises an inquiry as to the 
kind and quantity of ——- ‘pacific ex- 
penditures’”’ in the Philippines, and some 
light may be given on that matter now. 

There is considerable traffic between the 
islands, and some time ago a system of 
light-houses became necessary. Spain set 
out to supply this, and projected forty-eight 
light stations. Of these she has already 
constructed seventeen of the first class and 
sixteen of the second. What they cost is 
not yet known here, but in American waters 
those of the first class cost from $25,000 to 
$250,000 each; so that, on an average basis 
of the minimum cost in the United States, 
Spain’s thirty-three lighthouses may repre- 
sent an outlay of $825,000. 


Spain has constructed breakwaters at Ma- | 


nila, at an expense not yet known here, and 
wharves of small value along the Pasig 
River. She has recently built barracks for 
four thousand men, now _ occupied by 
American troops, the cost of which is not 
yet ascertainable. 

At Cavite Spain had built a naval station, 
which, before it was sacked by the natives, 
was said to be equal to the Mare Isiand sta- 
tion, and may then have been worth $2,500,- 
000. Whether or not the last two items can 
be strictly designated ‘‘ pacific expendit- 
ures’’ must be determined in conference; 
but the lighthouses, water improvements, 
barracks, and naval station are necessary to 
the United States as the owner of the Phil- 
ippines and are deemed worth a fair price. 

Spain has also built some schoolhouses, 
which the Americans are willing ‘to take 
over at cost. 

The Spanish Commissioners listened atten- 
tively,.though not without some evidence of 
impatience and surprise at the financial sug- 


| gestions in the American presentment, and 


finally asked until Friday to consult the 
Madrid Government and make reply. 

Adjournment was then taken to that day. 
After the conference dissolved the Spanish 
Commissioners expressed the opinion that 
the American demands would create in 
Spain, as they had upon her Commissioners, 
an exceedingly grave impression. Were the 
Spanish Commissioners pushed to a final 
determination to-night they would reject 
the American demands, but the changing 
tone of the Spanish press recently urges the 
consummation of a treaty of peace, how- 
ever rigorous, the argument being that, al- 
though the Speniards bow to the American 
demands, the Commissioners do not ac- 
knowledge the justice or admit the legality 
of them. 

To-night the Spanish Commissioners feel 
that the United States, tv all intents and pur- 
poses have not offered any financial induce- 
ment to Spain to cede by treaty any part of 
the Philippines. Had the American Commis- 
sioners even offered to take over the entire 
Philippine debt of $40,000,000, the Spaniards 
affect to feel that it would have been as 
nothing, and they regard to-day’s proposi- 
tions as so meagre as not to warrant even 
a schedule of Spain’s ‘pacific expendi- 
tures” in the archipelago. 


HOW MADRID VIEWS OUR CLAIM. 


MADRID, Oct. 31.—The news that the 
Spanish Peace Commissioners at Paris had 
referred to the Government a formal de- 
mand of the American Commissioners for 
the absolute cession of the entire Philippine 


| Paris, and are likely 





THE WEATHER. 


Fair; rising temperature; winds 
shifting to fresh southerly. 


ONE CENT in Greater New 


and Jersey City.’ 


group caused the greatest surprise in Mad- 
r 


The strongest feeling prevails that the 
Government should protest energetically 
against what is considered as a violation of 
the spirit of the protocol. 


LONDON COMMENT ON PEACE. 


LONDON, Nov. 1.—The Times editorially 
this morning expresses its frank satisfac- 
tion at the decision of the United States 
Commissioners to take the Philippines. It 
says: 

“The arrangement is undoubtedly the best 
that could be made both for the inhabit- 
ants and for all interested in the trade and 
progress of the Far East. Upon this point, 
as upon others, Spain has no choice but to 
yield, since her warmest partisans no long- 
er maintain that she hes either the means 
or the wish to renew the war. 

“The same irresistible logic of facts con- 
trols the question of the Cuban debt. The 
United States can dictate their own terms. 
At the same time, we are bound to draw 
attention to the serious consequences of 


the policy upon whicn the American del- 
egates have insisted.”’ 

The editorial then proceeds to back up 
the recent contention of its Paris cor- 
respondent, who has argued that Spain 
could only meet the Cuban debt by sac- 
rificing her foreign bondholders, ‘‘ who, by 
a strange anomally, would thus have to pay 
for the independence of Cuba.”’ 

The Daily News editorially echoes the 
views of The Times regarding the Philiv- 
pines, and says: ‘‘ For Great Britain the 
American retention of the archipelago 
should be nothing but a gain. In saying 
this we assume that the United States will 
not extend their exclusive tariff laws to 
the colonies, but will allow the manufact- 
urers of the world free access.” e 


AS VIEWED AT WASHINGTON. 


The Commissioners Were Instructed 
to Demand the Philippines—The 
President Favors This Course. 


“WASHINGTON, Oct. 31.—The advices 
from Paris to the effect that the United 
States Peace Commissioners have demand- 
ed the cession to the United States of the 
entire Philippine group is in line with the 
instructions that have been issued to the 
representatives of the United States. Up 
to a very recent date the United States 
Commissioners had no precise instruction 
upon this vital point. 

Of course before they departed from 
Washington much consideration had been 
given to the subject by the President, Sec- 
retary Day, Assistant Secretary Moore, and 
the members of the commission. But there 
was a lack of data as to the financial and 
political affairs of the Philippines, and so 
it happened that when the United States 
Commissioners sailed they were not com- 
mitted beyond change to any line of policy, 

A majority of their number leaned toward 
a restriction of the demands to be put forth 
as to the Philippines, varying all the way 
from the retention of Manila Bay and the 
immediately surrounding country to the ac- 
quisition of the whole Island of Luzon. 
That represented about the extreme demand 
that was in mind when the commission 
left. But since that time the President 
has become convinced that there is a great 
popular demand for the annexation to the 
United States of the whole Philippine group, 
and he is disposed to defer to that senti- 
ment. 

Besides, there is ground to believe-that, 
in an unofficial manner, possibly through 
informal communication with Agoncillo, 
Aguinaldo’s: agent in Paris, or perhaps 
through some direct dealing between that 
chieftain and Admiral Dewey, the United 
States Commissioners have satisfied] them- 
selves that the difficulties in the way 
annexation, so far as they might be ex- 
pected to depend upon the will of the 
natives, have been very much exaggerated. 
If this be 60, then there has been removed 
as a factor in the calculations one of the 
most disturbing elements, for it could 
scarcely be contemplated with equanimity 
that our Government, after having expelled 
the Spaniards, should willingly be placed 
in the position of attempting to govern an 
unwilling people. 

It cannot be learned definitely what 
money consideration: is to pass with the 
title to the Philippines. Indeed, there is 
reason to believe that even the United 
States Peace Commissioners have not yet 
been able to fix the amount exactly. As- 
suming that they are to repudiate all por- 
tions of the debt of the islands which does 
not represent money spent for actual bet- 
terments, it will be seen at once tHat the 
task presented to the Commissioners of 
differentiating this debt is not an easy 
one, particularly in view of the notoriously 
loose financial methods of the Spanish 
colonial authorities. That this debt should 
be assumed by the United States in some 
portion is said at the State Department 
to be inevitable if annexation is to fol- 
low. . 

The conditions presented are entirely un- 
like those in Cuba. In the latter case there 
was justification in international law and 
precedent for our refusal to be saddled with 
the debt when we had received no tangible 
asset. But in the case of the Philippines, 
rich and well populated, the United States 
would acquire what in the eyes of the 
world is a most valuable possession, and it 
is believed that the holders of all Govern- 
ment obligations, without regard to nation- 
ality, would insist that the lien should pass 
with the property. 

Quite unofficially, but 
carry conviction as to the accuracy of the 
information, the Spanish Commissioners 
some days ago were allowed to know what 
the United States’ purpose as to the Philip- 
pines was, once the conclusion was arrived 
at. So they are not taken completely 
surprise by the demand presented to-day at 
to be prepared to pro- 
this last article of the 


of 


in a manner to 


ceed rapidly with 


protocol. 





THE MARIA TERESA SAILS. 


Ex-Spanish Warship en Route from 
Caimanera, Cuba, to Norfolk, Va., 
Escorted by Vulcan and Leonidas. 


WASHINGTOM, Oct. 31.—The 
partment has received a telegram from 
Caimanera announcing the sailing from 
that place for Hampton Roads of the Maria 
Teresa, which is up to this time the only 
one of the Spanish ships sunk at Santiago 
to be floated. She is under command of 
Capt. Harris, who was detached from com- 
mand of the Vulcan for that purpose. Com- 
mander Biow assumes command of the 
Vulcan, and his place on the Potomac is 
taken by Commander Craven. 

The Teresa sailed from Caimanera at 6 
o'clock yesterday morning, with the Vulean 
and the Leonidas. These vessels will escort 
the Teresa most of the way to Norfolk. 
The Cincinnati also started with the Ter- 
esa, but she was to go only as far as 
Cape Maysi and thence across to Port 
Antonio. 

It is probable that with fair weather the 
Teresa will reach Hampton Roads about 
Tuesday next. There she will be surveyed 


by the Naval Board, which will report to 
the department the probable cost of put- 
ting her into condition for naval gervice. 
The advices so far received at the depart- 
ment indicate that this is going to be an 
expensive undertaking, but, nevertheless, it 
will be carried forward as much from sen- 
timent as from practical considerations. 

In the absence of a specific order from 
Secretary Long to consider the subject, the 
Board ot Neval Bureau Chiefs has’ not 
undertaken to pass upon the expediency 
of prosecating the attempts to raise the 
other Spanish ships sunk July 3. Con- 
structor Hobson is now in New York, and 
he may be called upon later to explain 
his views. 

The majority of the board appears to 
favor the continuance for a short time of 
the .work on the Colon, until it is shown 
that the vessel can or can not be raised, 
and to raise the Reina Mercedes, allowing 
the Vizcaya and the Oguendo to remain 
on the bottom. 


Navy De- 


by | 
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MOSS REPLIES TO CROKER 


The ex-President of the Police 
Board Charges Immorality 
Under Tammany Rule. 


COOPER UNION HALL FILLED 


Chauncey M. Depew Opens the Meet- 
ing with an Address in Which | 
He “Stakes His Life” on 
the Election. 


Every part of the large hall of the Cooper 
Union was filled last night at a meeting 
held under the auspices of the Republican 
Club, principally to hear Frank Moss, ex- 
President of the Police Board, make reply 
to the latest utterances of Richard Croker. 
Some utterances of Mr. Moss created a sen- 
sation, notably the reading of a circular 
he said was gent by Martin Engel to an 
alleged keeper of a disorderly café asking 
for contributions to the campaign fund of 
the Eighth Assembly District. The audi- 
ence was vociferous in enthusiasm, and 
the many policemen who were on duty in 
the place had to listen to a lengthy ar- 
raignment of their chief. 

Chauncey M. Depew presidéd until after 
he had made a speech, when he gave the 
chair over to John Sabine Smith, saying 
that he had another meeting. His address, 
during the course of which he _ twice 
“‘ staked his life’’ on the result of the issue 
in New York State, was rapturously re- 
ceived. Mr. Depew said that for thirty 
years he had every year spoken in Peek- 
skill on the night before the election, and 
on these occasions he had always told his 
townsmen how the election was going. Out 
of thirty-five guesses, he gaid, he had made 
thirty hits. 

‘This year,” said Mr. Depew, ‘‘I have 
traveled in four days—these young fellows 
don’t amount to much, it takes a man along 
about sixty to do anything—this year in four 
days I have traveled 1,000 miles and made 
sixty-four speeches, [Applause] and here I 
am, no matter what became of the audi- 
ences. Few have had the experience of such 
an expedition through the State, and from 
my experience in meeting 300,000 people on 
such a trip, I have no hesitancy in saying 
that the election of Theodore Roosevelt is 


as certain as the dawn of election day, 
[Great cheering.] 

“TT am not going to give figures. That’s 
always dangerous, for some feilow might bet 
on your statement, and if it didn’t come out 
right he would expect you to settle. But 
l’ll make another prediction, and that is 
that both of the branches of the Legislature 
will be Republican. I don’t ask any one to 
stake anything on what I say, but i’d stake 
my life on it. [Applause.] From what I 
have learned in my trip, everybody from one 
year old to ninety-six will vote for Roose- 
velt, and the Democrats will get the rest.” 
{Laughter and applause.] 

Mr. Depew then spoke on State issues, 
and said that if there had been stealing in 
the canal contracts, there was no man on 
earth better fitted to root it out than Col. 
Roosevelt. On the Raines law issue, he 
said again that he would stake his life that 
if the Democrats were in power they would 
not dare to r2peal in its entirety a law 
which turned nine millions into the State 
Treasury. 

‘“ But that’s blood money!” yelled a man 
in the crowd. 

“Tf that’s blood money,’ returrie@ Mr. 
Depew, ‘“‘ then whisky is blood.” 

In introducing Mr. Moss, John Sabine 
Smith said that he considered it one of the 
most propitious signs of the campaign that 
Richard Croker had become mad, and that 
he was talking. In opening his address, Mr. 
Moss referred to the history of the Police 
Department, beginning from the time of 
the Lexow investigaticn. He said that the 
attacks made on the police force at that 
time met the same blusteéering denials that 
are now being made by Mr. Croker, and 
that are being faintly echoed by his Chief of 
Police. Speaking of the enforced retire- 
ment of Chief McCullagh, Mr. Moss said 
that the gamblers were those who caused it, 
and that their chief aids were Senator Tim- 
othy D. Sullivan and Martin Engel of the 
BKighth. Mr. Moss then said: 

The. next question was who should succeed 
McCullagh. There were rumors of Devery, but 
who believed that our directors of public af- 
fairs would have the temerity to put him in 
John McCullagh’s place. He is undoubtedly a 
man of splendid executive ability and of rare 
intelligence, but of all men who should not have 
been appointed, he was the chief, for whatever 
his success had been in the courts, the people 
remembered his relation to the old time condi- 
tions, and his selection was taken undoubtedly as 
it was intended, as a direct notification to the 
people that Tammany would go to any length to 
reward her old friends and to punish her ene- 

3tes. 

% There were reasons why Mr. Devery_ would 
make a better Chief of Police from Mr. Croker’s 
standpoint than anybody else in the department. 
He was a personal friend of Mr. Croker, he had 
shown his bravery under fire, and he had dem- 
onstrated his ability to manage an election ac- 
cording to the approved Tammany methods. 
Testimony was given before the Lexow commit- 
tee that never was contradicted, showing that 
his instructions to his policemen election 
morning were that if the Republicans, who were 
coming from up town to watch the polls, should 
open their mouths, they must be stood on their 
heads, and the evidence of well-known men who 
went through that trying experience showed 
that the police officers carried out their instruc- 

ons , 
pines Mr. Devery’s advent those mysterious re- 
lations by which crime 1s permitted to grow up 
and flourish without attracting the attention ofa 
competent and vigilant police force, have been 
going cn, and the results of those connections 
nave lately become apparent in every part of our 
city, 22d horribly conspicuous in some special 
districts. Some of our city and ‘iate officials 
have been exerting most of their energies to car- 
ry out the wishes of the gambling fraternity, 
and they have succeeded pretty well. : 

Seravcor Srllivan has earnei a conspicuous and 
to hin. undcubtedly a pleasant notoriety with his 
Theatre, ard the various other enter- 
prises of a similar nature that are associated 
with his name. He is in thorough accord with 
Mr. Croker, and is closely associated with one of 
the Police Commissioners, and anything that he 
says goes. He is now making the most exX- 
tensive preparations in . wa, ee oe 
:) ing into operation of Mr. F& s fa ‘ - 
Premient to dorder on election day. The notable 
thine about this revival of crime under Tammany 
s tne unblushing preninsere. in i of men. who 
are holding office or running for Office, 
ie = Eighth Assembly District I have the 
results of two careful canvasses, one of which 
reports the finding of fifty-four disorderly houses 
and twenty-one cafés, and the other of which 
shows a total of sixty-six disorderly houses an 
The district north of it is as bad. You are 
quite familiar, many of you, by the evidence of 
your own eyesight, with the horrible conditions 
that prevail there, and you know it is true that 
the names and portraits not only of Senator 
Sullivan, but of the local candidates and of Mr. 
Van Wyck, the Tammany candidate for Gov- 
ernor, are conspicuously shown in the places of 
ill-fame. Many of you know that Tammany 
leaders have deliberately turned their backs upor 
that part of the community which demands de 
eency in the public streets, and have distinetly 
and directly called upon the immoral classe§ 
for their support, a support which has been 
measured by financial contribution and by de; 
livery of votes. The Election Inspectors know 
that disorderly houses and cafés alone have reg- 
istered hundreds of votes in the Eighth Assem- 
bly District, and undoubtedly the same thing is 
true in other districts. 

You have not forgotten 
which was shown before the Lexow committed 
signed by Leader James W. Boyle, and ad- 
dressed to his workers. Underneath the printed 
circular were the words: i 

‘““Dear Sir: Also please send me a list of the 
people that are under police protection that are 

different.”’ 

"Porlae you thought that such work was ended 
by the investigation, but it still goes on. Here 
is a printed circular letter which was delivered 
to the proprietress of a disorderly house a few 
night since. For obvious reasons I will not give 
the location of the place. but here are the en- 
velope and circular, which are samples of what 
were delivered in all of those resorts. [Mr. Mess 
held up an envelope, and then, holding up the 
circular, he read the folowing, amid considera- 
ble excitement in the audiente:] 
‘* Headquarters Tammany Hall, 
‘* Bighth Assembly District, 334 Grand St., 
‘““New York, Oct. 25, i898. 
‘“‘Dear Sir: Knowing you to be in sympathy 
with the Democratic organization of this dis- 
trict and alweys ready and willing to aid and 
assist us in our cause and struggle for home 
rule and personal liberty, and in our efforts ta 
rebuke the party who have fcstered upon us the 
infamous Raines law and ihe nerai.cvs Foree 
bill, and who has squandered nine million (a»,- 
000,000) dollars of the people's money .in eanul 
improvements, we therefore cxuli upon you to aid 
us with your valuable assistance. and most re- 
spectfully urge upon yon the necessity of calll 
at ovr clubhouse, narthwest corner of Gray 
and Ludlow Streets, any evening 


on 


Dewey 


cafés. 


the circular letter 





curing this) 


week between the hours of 8 and 10 o'clock P. 

M. Trusting that you will give this your im- 

mediate attention, I am, yours very respectfully, 
‘**MARTIN ENGEL, Chairman. 

It ought to be enough for you to see these in- 


ous places, to 
babitants, ané to ‘earn as you have learned ‘that 
it is fruvtless to complain of them to the police, 
and to see the names and pictures of the Tam- 
man: Hall candidates in their windows; it 
o' ght to be enough for you to notice the stream 
of disorderly people who are in constant .com- 
munication with the Tammany Hall leaders— 
but this lucid and convincing cigcular, signed by 
the accredited leader of the ghth Assembly 
District, one of Mr. Croker’s personal cabinet, 
is overwheiming proof of the connection with 
crime of the organization which is asking you 
to vote for Mr. Van’ Wyck. [Great applause.] 


THE SEELEY DINNER CHARGE, 


Mr. Moss then referred to the controversy 
between Chief Devery and Mr. Matthews, 
and said the only answer Croker. could 


make was that one of the Harpers was at. 
the Seeley dinner. He added: 

Does it explain Mr, Matthews’s charge to say 
that, even if all of the. publishers of Harper's 
Weekly attended the Seeley dinner? Mr. Croker’s 
virtue seems to be greatly exalted and he cites 
the holding of that dinner by a private party 
in private rooms under secrecy as a proof of the 

government that Theodore “Roosevelt gave to 
the city froma police standpoint when he was 
in the Police Board. He loses sight of the fact 
that it was:a newly made Captain of. Mr. Roose- 
velt’s board that had the nerve -to break in.on. 
that exclusive party, to stop the exercises, and to 
arrest the intended performers. We have not 
been told of the many orgies indulged in by pub- 
lic men under previous administrations that no 
Police Captain dared interfere with, and I doubt 
whether some of the men who are prominent in 
public iife now would care to have that subject 
fully ventilated, but if the Seely dinner, held by 
@-private party behind closed ‘doors, was so aw-~- 
ful as to condemn the Roosevelt administration 
of the Police Department, what shall we say to- 
day about the Dewey Theatre, openly run with 
a city license, under police. surveillance, patron- 
ized by men, women, and. children, a theatre 
boasting the Tammaffy cause, displaying the 
Tammany emblems, right opposite ammany 
Hall’ violating the building and fire laws, .an- 
tagonizing the Building Department even of the 
present Government. _- . 7. 

Mr. Moss then referred to other places“o 
resort where vice was rampant, and which 
he declared were under pwelice protection. 


THE PENNSYLVANIA CAMPAIGN. 


Dr. Swallow Accuses Democratic Chair- 
man Garman of Offering to “ Sell 


Out” to Senator Quay. 


* WILLIAMSPORT, Penn., Oct. 31.—Dr. 
Silas C. Swallow, the ‘‘ Honest Govern- 
ment” candidate for-Governor, charged to- 
hight that Democratic State Chairman 
John M. Garman had made.a proposition to 
United States Senator Quay to ‘sell out” 
the State Democracy. In support of his ac- 
cusation, Dr. Swallow. produced.an affidayit 
sworn to by E. C. Miller, a traveling man 
of this city. Miller swears that on Sept. & 
last he met on a train between Williams- 
port and Philadelphia Charles E. Keck, a 
‘Wilkesbarre lawyer, who told him he was 
on his way to see Quay with a’ Mméssage 
from Garman. Keck being a Republican, is 
Said by Miller to have explained his selec- 
tion thus: po wit ot 
“Garman told me that he had lots_ of 
fen in the Democrati¢ Party, but noné that 
ie could trust with a miissfon' of that kind. 
The proposition is that if certain legislation 
and favors in certain counties are given to 
Garman he will insure those counties for 
Stone, and he will offer positive evidence 
that he can deliver the goods.”’ 

W. A. Stone ‘is the Republican candidate 
for Governor. ~ 

Miller alleges that he and Keck went to- 

ether to the Republican State Committee’s 

eadquarters, but that Senator Quay was 

in Atlantic City, and Keck went there aftér 
him. When they met in Philadelphia next 
day, Keck tolti Miller, the latter swears, 
that he had “laid the proposition before 
the old man, and he thought well of it,” 
and that he was then arranging a meeting 
between Quay and Garman. 

Dr. Swallow said that Mr. Miller’s state- 
Ment was corroborated on many points by 
documentary evidence, and that Mr. Miller 
Voluntarily related the story. The doctor 
said he made it public at this time in re- 
Sponse to the recent denunciation of him by. 
Chairman Garman in his denial of the 
Charge made by Dr. Swallow that the lead-. 
érs of the Democratic Party had sold out 
to “the Quay machine.’’. . " 


al 


A 


*~HARRISBURG, Pefin:; “Oct. “317—Sefiator 
Quay passed through here late to-night.on 
his way from Philadelphia~-to his home in* 
Beaver. When his attention was called to 
the charge’made by Dr. Swallow. of a prop- 
osttion from ~Déemotratié “State ~ Chairman 
Garman to “sell out’ the Senator said: 
“The charges are absolutely untrue. I 
have never had an interview with either Mr. 
Keck or MriGarman.” cw } 


TEN TICKETS IN COLORADO. 


Four Candidates for the State Govern- 
orship~Middle of the Road Pop- 
ulists Shut Out.. 


DENVER, Col., Oct. 31.—The time allowed 
by the law for making changes in the State 
tickets expired at midnight. The Middle ‘of 
the Road Populists will haye ‘one ‘State 
ticket, the court deciding .at the last mo- 
ment that the party has no‘standing. There 
are ten State tickets, but only four candi- 
Gates tor Governor. . Charles .§,.. Thomas, 
Democr it, heads the Democratic-People’s 
Party, the reller Silver Republican, the’ Na- 
tional Populist, and the Liberty-Union tick- 
ets; Henry R. Wolcott heads the Republic- 
an, the Silver Republican, (anti-Teller,) and 
the W estern Republican tickets. The other 
two candidates for Governor are Robert H. 
Rose, Prohibition, and Nixon Elliot, Social- 
ist Labor. 

Through the decision of the courts in re- 
gard to emblems, the Teller Silver Republic- 
an candidates*for the Legislature and coun- 
ty offices inthis and sSéveral other counties 
will appear on the ballot undér the emblem 
of the other faction Of the Silver Republic. 
an Party, which has fuséd with the Repub- 
licans on the State’ticket. “This fact, it is 
generally believed, will cause many Silver 
ane to vote the straight Republican 

cket. , 


GENERALS _MUSTERED OUT. 


Army Officers to Quit the Volunteer 
Worth Promoted 
Prior to Retirement. 


WASHINGTON, Oct. 31.—The following 
general order mustering out of the volunteer 
service prominent officers of the army was 
issued by Secretary Alger-late this after- 
noon: 

iy direction of the President, the folowing- 
named general officers are hcrnorably discharged 
fromm the volunteer army of the United States, to 
take effect the dates set opposite their re- 
names, their services being no longer 
epaired by reason of the muster-out of volunteer 
egiments: , 

Major General—Williiam Montrose 
(Brigadier General United States Army,) 
isDs, 

Brigadier Generals—Emerson H, Liscom 
(Lieutenant Colonel Twenty-fourth United States 
infantry,) Dec. 31, 1898; Charles A» Whittier, 
Dec. 81, 1898; Theodcre A. Baldwin, (Lieutenant 
a Lpited States Cavalry,) Deé. 31, 

US ; r > gbert, (Colonel. Twenty- 
United States Infantry,) Dec. 31, 1898: Wie 3 
Hialings, Dee. 31, 1898; William S&S. Worth, 
(Colonel Sixteenth United States Infantry,) Oct. 
81, 1898; having’ been” appointed Brigadier Geh- 
eral United States Army. 

Gens. Whfttier and Hulings will proceed to 
their homes. “ 

The travel enjoined is necessary for the Public 
service. R. A. ALGER, 

Secretary of War. 

Col. W. S. Worth, who has*been mustered 
out as a Brigadier General in the volunteer 
service and appointed to the same rank in 
the reguiar army, vice Gen. Coppinger, was 
wounded at San Juan, and will be placed on 
the retired list immediately. He probably 
vill be an invalid during the remainder of 

is life. 

He had a good record in the civil war, 

aving been brevetted twice for gallant ana 
meritorious conduct. His retirement will 
leave another vacancy in the grade of Brig- 
adier. Several applications for promo- 
tion to this rank, with an understanding 
that retirement shall follow, have been 
made, and the matter is being considered by 
the President. 

The officer who has been selected for the 
permanent place is Major Gen. Thomas M. 
Anderson, second in command in Manila. 
He will serve about a year before retiring. 


Service—Gen. 


on 
spective 


Graham, 
Nov. 30, 


The Carter Case Before the President, 


WASHINGTON, Oct. 31.—It is expected 
that the case of Capt. Carter of the En- 
gineer Corps will be disposed of this week. 


moe. mepers in the case are now with the 
mt, and have received his careful 
_eonsideration. The friends of Capt. Carter 


have petitioned the President for a hearin 
t®. present some statements as to facts a 
the case. 


in 
by the President, and he will hear 
case during the week. 
"ue aa nl 
Good Thing About Evans’, 


ae Tibocisnne at ucewtnatta attes the pertedsed 
art of bottling.. That's why EVANS’ ALE won 
its way, and governs the ale brewing industry of 


the w to-day.—Adv. ‘ 
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JUDGE YAN WYCK IN UTICA| 


Democratic Candidate for. Gov- 
ernor Deals at Length with - 
the Canal Scandais. 


THE OPERA HOUSE PACKED 


Ex-Senator David B: Hill Also Speaks 
on “Campaign Issues; and Foth 
Visitors Receive an Enthu- 
siastic Welcome. 


UTICA, N. Y¥x Oct. 31.—Judge Augustus 
Van Wyck and David B: Hill ad@ressed an 
audience.of nearly 3,000 enthusiastic people, 
erowded-into an Opera House having a seat- 
ing capdtity of less’ than 2,000, in this city 
to-night... Arrangements were made for an 
overflow meefing in the street outside, and 
here a good-sized crowd listened to remarks 
on the campaign by Jocal orators, 

Judge Van-Wyck reached Utica at 1 P. M. 
and was driven “to the Buttérfield Hotel, 
where during the afternoon he held an in- 
fermal reception~and was -introduced to 
many of the leading Demotrats of the city 
and county. Mr. Hill Arrived at 6:37 P. M. 

Preceding the meeting there was a parade 
of the local Democratic clubs, which then 
escorted the speakers to the Opera. House, 
where Smith M. Lindsley of this city pre- 
sided. Both Judge ‘Van Wyck and ex- 
Senator Hill were greeted with an outburst 
of applause -which prevented them from 
speaking for some minutes. 

JUDGE VAN WYCK’S SPEECH. 

Judge Van Wyck was the first speaker. 
He said: 

“Ladies and Gentlemen, Fellow-Demo- 
crats and all Lovers of Good Government: 


In this presence i bow in respect and rev- 
erence to the memory of the best balanced 
leader, in mind and heart, that’ the Democ- 
racy of this Staté"“has ever had. 

“He was kind in heart, gentle in manner, 

‘and in touch with the masses, poor and rich 
alike, and just to all. He appreciated our 
institutions in all their bearings to National, 
State, and. niunicipaj interests. He knew 
‘what DelOnged tp_eagh, and to each, as a 
matter of course, he,zawarded its rights. In 
thought and fn°act he was pure, fraternal, 
just, and able, and, without thought of self, 
he loved his-fellow-man, He was surpassed 
by none in the full conception of all the 
auties of citizenship.’ “he force of his ex- 
ample. to the public men of this State can 
never be overestimated. He was Democratic 
in every fibre. Such was Horatio Seymour, 
and how sadly our country now needs men 
of his high standard! 
“The Republican, candidate, for Goyernor 
seems fond of asking the question why I 
do not discuss National issues. with my op- 
ponents. My answer is a simple one, and 
has been made in almost every public ut- 
terance since my nomination, namely, that 
such issues can in no way. be involved in 
the functions of the Governor of this State, 
and that the questions which must neces- 
sarily concern his official action should be 
brought to the attention of the voter to en- 
able him to act wisely upon election day in 
casting his ballot; that the consideration of 
important National or international ques- 
tions which should have immediate conceru 
with the duties of the Governor and should 
influence -his selection, should not be inter- 
mingled with and clouded .by -.a. discussion 
of. National and international questions. 

“There are .some evidences that our op- 
ponents have. of late become convinced that 
State issues have a little to do with the 
coming election in. this State. At first they 
were quite convinced, not only that Nation- 
al issues were paramount, but that it would 
be a -waste of .time-to do more than say 
‘if’ there was anytoing: in the State-Gov- 
ernment that needed correctien, they could 
be depended upon to furnish the remedy. 

* They still avoid anything like a full and 
frank discussion of the main State issues, 
but they have brought themselves to ac- 
knowledge that it is not altogether wrong 
to turn aside occasionally from the weighty 
problems before the Federal authorities to 
the consideration of enough of our’ home 
affairs to show that they are not wholly 
neglectful of them. , “- 

“The present Lieutenant Governor and 
member of the Canal Board and candidate 
for re-election has even gone so far as to 
inform his hearers that the special report on 
the canals made by the commission ap- 
pointed by Gov. Black, has been quite mis- 
understood by nearly everybody, and that 
when rightly read it is rather an approval 
than a condemnation of the manner in 
which the $9,000,000 voted by the people for 
the improvement of our waterways has been 
disposed of. 

THE ROCHESTER DEMONSTRATION. 


“In addressing the citizens of Rochester 
last week, I declared’ ‘as to matters of 
canals, I think it unnecessary to speak at 
length in a city so well informed upon the 
subject,’ and there also said ‘it is 
enough for me to mention only a very few 
of. the leading and undeniable facts,’ The 
happenings in the Republican meeting in the 
same hall in Rochester the evening follow- 


ing my address: have so demonstrated the 
correctness of this statement, as shown by 
the manifested feeling of the people as to 
the charges of fraud against the canal ring 
that we are not required to present further 
evidence of the frauds, for the citizens-of 
the entire State are now familiar with the 
iniquity. 

*“Rochester is the home of Mr. Aldridge, 
the Superintendent of Public Works, who 
administered this canal trust of $9,000,000. 
He has controlled for many years the local 
Republican Party, which had a large ma- 
jority in that city. He was the Chairman 
of the Reception Committee which wel- 
comed to the city the Republican candidates 
for Governor and Lieutenant Governor, the 
latter a member of the Canal Board, and a 
eandidate for re-election, and an aspirant 
for his continuance as a member of such 
board; Dr. Depew, and others. He accom- 
panied them upon the stage, and there he sat 
during the meeting aparently believing that 
a false defense of the canal frauds would 
provoke no resentment from his own towns- 
men of his own political proclivities. 

“This confidence led this band of travel- 
ers to grow bold in their desperation (know- 
ing that they had been pressed with their 
faces to the wall) in an attempt to turn 
around and once again face the people by 
presenting a false and contemptible defense 
of the canal outrages to what they sup- 
posed would be a friendly audience. The 
present Lieutenant Governor was put forth 
as the instrument. 

“He repeated’ his statement that some of 
the investigating commission had informed 
him that they did not intend to charge 
fraud in their report.by the instances of 
actual fraud set forth, and that a Demo- 
cratic member of the investigating commis- 
sion had put in and seduced the six other 
unsuspecting members to sign such report, 
which. set forth these very acts.and in- 
stances of fraud. The Republican candidate 
for Governor, in his Buffalo speech, attribu- 
ted the authorship of the report .to George 
Clinton, a. Republican, calling attention to 
pe fact that he was sitting upon the plat- 

orm. 

‘I repeat. here that this report bristles 
with evidences of fraud in every para- 
graph, and stamps as false this Slander of 
a. coinmission. composed of.George Clinton 
of. Buffalo,, Franklin Edson.of New York 
City, Smith M. Weed of Plattsburg, Dar- 
win R..James of Brooklyn; and Messrs. 
Frank Brainard, A..-Foster Higgins, and 
William McEchron. Desperate indeed must 
be this cabal in their effort te continue in 


control of our State Government, wher 
they resort to such an infamous effort to 
blind the people and to stay their anger un- 
til Nov, 8. . 

“Can it be wondered at that the honest 
indignation of the audience upon which 
they sought to impose, and whose silence 
they would construe to assent, if not in- 
dorsement, should. rise.in.open revolt, and 
should not permit. the speaker to. continue 
in this attempt to so use them? Or is it a 
matter of surprise that they should break 
silence with hisses of contempt and disap- 
proval, resenting the insult to their in- 
telligence and honesty? 

“This scene was reported in the par- 
tisan and independent press of the State. 
It threw this band of travelers into dis- 
order, and it would be well to mark this 
conflict in their hasty statements, by which 
they try to soften ‘the blow of-such honest 
indignation on the part of that audience, 
gathered where the State Superintendent 
of Public Works, who was in charge of the 
trust for canal improvements, was at home. 


AN EVEN GREATER BLUNDER. 


“The Republican candidate for Governor 
and his companions first assert that the 
Lieutenant Governor undertook such de- 


fense against their wishes and advice. But, 
forsooth, this was a greater mistake than 
that made by his associates; it was an ex- 
press admission of the truth of the frauds 
set forth in the report and of the charges 
against them, an admission which, up to 
this time, was only implied by the silence 
of the Republican candidate for Governor 
and his associates upon the subject. 

“ Another erfort must be resorted to to 
lessen the stroke of justice, so all in unison 
declared that ‘tonsilitis’ silenced the 
Lieutenant Governor. But it was not in- 
fiamed tonsils; it was the indignation of an 
honest and intelligent audience, inflamed by 
an uncalled-for insult to their honesty and 
intelligence and a resentment against an 
unjustified and cowardly. insult to the hon- 
orable commission who investigated the 
canal frauds and conservatively and lenient- 
ly set them forth in their report. 

“The Lieutenant Governor’s so-called de- 
fense could have been still presented to 
the public through the friendly as well as 
the unfriendly press of the State, but the 
test of its efficacy did not warrant the 
undertaking. Tonsilitis does not block up 
all the channels through which information 
may be conveyed to the public. 

“The candidate for Governor still rests 
upon his own statement that he is honest 
and will investigate, and ‘if’ error or fraud 
shall be found he will correct them and 
punish the wrongdoers. He asks the people 
to crown the efforts.of public offenders 
with success by electing him Governor, so 
he can investigate and punish them ‘if’ he, 
their candidate for Governor, should find 

Was ever before such a propo- 


them guilty. 
intelligent 


sition calmly submitted to an 
and .just-minded people? 

“Did they disapprove of the statements 
of their associate; the Lieutenant Governor, 
because they then first discovered the truth 
ef the charges of fraud, or because they 
then first discovered that the public had 
discovered the frauds? 

“Mr. Aldridge, who, with his associate 
members of the Canal Board, administered 
he, sacreg trust,ef;the canal fund, has this 

ay, three months: after the ‘canal investi- 
gation:--commission made its report, ‘and 
only a few days before the election, made 
a statement in the hope of saving his party 
from defeat and himself from further pros- 
ecution, in which he virtually concedes that 
this commission, a -quasi-court authorized 
to try on sworn evidence the questions sub- 
mitted to it, has rendered judgment con- 
victing him and his party of inefficiency, 
bad and dishonest administration, and says 
that the judgment is not justified by the 
evidence, and now, at this late date, a few 
days before election, makes this motion for 
a new trial as against the weight of evi- 
dence—upon the same evidence, and not 
upon newly discovered evidence—and the 
Republican administration still refuses to 
make public the evidence upon which the 
commission rendered its judgment. 

‘Mr. Aldridge is not the first defendant 
who complained of a verdict of ‘ guilty,’ and 
is now only making the usual motion for a 
new trial. 

*“*Let the people turn the rascals out, to 
the end that new accountants may examine 
the books and correct the evils, that the ill- 
gotten gains may be recovered for the State 
Treasury, and punishment meted out to the 
cffenders as a warning te those who may be 
tempted in the future to violate a sacred 
public trust, and to the end that an honest 
and efficient administration .of the_business 
affairs of this State may soon be restored. 


MORE ROOSEVELT PROMISES. 


“The distinguished gentleman who heads 
the Republican ticket has also, I notice, 
gone so far as to say that, if elected, he 
will, in ease he finds that there has been 
any wrong done, make an example of the 
offenders. I notice, too, that he has taken 
occasion to say a good word for the Raines 
law, and incidentally to presént himself as 
an exceptionally ardent friend of labor. 

“This, I must say, indicates-an tmprove- 
ment over the attitude he first assumed. By 
degrees, perhaps before the campaign closes, 


the.-Republican campaign managers may be- 
come convinced that they were somewhat 
mistaken in declaring against the discussion 
of State issues, and that; after all, it is 
quite right, as the Democrats have con- 
tended from the beginning, for the voters 
to elect State officers for strictly State rea- 
sons. 

“ The attitude which the Democratic Par- 
ty takes, I may at once explain, in respect 
to the canal ring, is that the men and the 
party responsible for them ought to be 
turned out of office. It does not seem to us 
safe, or in accordance with American ex- 
perience, to intrust the cleansing out process 
to the hands of ‘agents nominated by the 
perpetrators of the abuses. 

“Reform will never make great progress 
if the people permit a party to escape from 
responsibility by the extremely simple de- 
vice of substituting a new agent for one 
who has fallen into disrepute because he 
was its too obedient servant. That the 
agent should be punished all men agree, but 
that the principal should be permitted to 
continue business without loss, under a covy- 
er so easily obtained as a new mask, is what 
very few rational minds will assent to. 

“The manner in which the nine millions 
placed at the disposal of the Republican ad- 
ministration of this State by the authority 
of the people for canal improvements has 
been used up is one of the most shocking 
scandals in the recent politics of America. 

“Tf there ever was a sacred trust, this 
was one. It affected the commercial wel- 
fare of the whole State; it concerns directly 
the livelihood of more than 5,000 persons 
engaged in various ways in the canal busi- 
ness itself and their families; it involves in 
a notable degree the trade of 180 cities and 
towns, and it was most solemnly assumed 
before the voters, under pledges that due 
investigation had shown that, for the sum 
asked, name:y, $9,000,000, the reatly 
needed improvements could be carried out. 

“To invite the people, in the light of all 
these facts, to continue a ange in power 
which has_ expended. $9,000, without. ac- 
complishing more than one-third of the 
work undertaken is surely an audacity im- 
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plying. the. utmost-conceivable contempt for 
po intelligence. . ‘ 

_* Despite the recent diversions of our op- 
Ponents into the field of State issues, we 
may depend upon it, ladies and gentlemen, 
that they base no hopes of success upon 
anything to be accomplished in that quar- 
ter. The more the interests of the State 
are kept in view by the voters, the more 
certain it is that.the verdict will be in fa- 


fully by the Re- 
sufficiently indicated 
y the arrange made for bringing to 
their assistance. n of National dis- 
tinction from States, one of whom 
Senator Lodge nc nusetts, informed 
his hearers the evening that they 
ought to wait the Canal Investigating 
Commission ~ report, not know- 
ing that this had been done last August. 
“I need not tell you that the oratorical 
recruits do not come here to enlighten the 
people of _ this State on the subject of ca- 
nals, the Raines law, the civil service, home 
rule for cities, and similar matters. The 
favor they p se to bestow upon this 
Commonwealth to divert attention from 
State issues. Under the charms of their 
discourse, the plain New York citizen will 
be expected to all about State issues, 
-which, from a» Republican point of view, 
will not bear discussion. 


THEIR EFFQRTS UNAVAILING. 


‘But, happily, the signs multiply that 
no such arts will avail. The line of dis- 
tinction has been-too clearly drawn in 
‘the minds of the people between State and 
National issues to admit of any obliteration 


at this late day. It is a peculiarity of 
truth that, although it may, for a time, be 
excluded from the minds by falsehood, 
when once it has become firmly_ seated 
its subsequent expulsion is impossible. 

‘“‘Had the people of the State of New 
York fallen under the delusion at the out- 
set of this cam that they were to 
deal, in the matter of electing a Governor, 
with affairs of National concern, it might 
have been diffieult to bring the sober facts 
to their convictions in time to affect the 
result this year. But with the right con- 
ception first firmly lodged in their minds 
the risk is small indeed that the mere 
sophistry of campaigners, who have other 
ends than the welfare of the public to 
promote, will avail to cloud their judg- 
ment. 

“TI stand before you as the candidate of 
the Demecratic Party, but not as that 
alone. I am ed to a work of needed 
reform, to a vindication of the principles 
of administration that concern all honest 
men; irrespective of partisanship, to the 
striking down of undisguised robbery in 
the public life of the State, to the bringing 
to bear on the forces of the State of simple 
honesty, to the re-assertion of home rule 
rights for every city im the State, to the re- 
invigoration of the National Guard of the 
State, to the defense unimpaired of per- 
sonal liberty against a system of repres- 
sion which depends upon the spy for its 
enforcement and devotes public revenues to 
the enrichment Of spoilsmen, to the car- 
rying out in good faith of the civil service 
laws of the State, and, broadly, to the 
repudiation of the pestilential pretense that 
the interests of the cities of the State are 
other than coincident with the well-being 
and material prosperity of the cultivators 
of the soil ‘in é6ur ihtemor counties. 

“Tt is to these ends that, as the can- 
didate of the Democratic Party and every 
one of its honest allies in this campaign, I 
ask your votes, and declare myself the 
servant of the whole people.” 


EX-SPNATOR HILL’S REMARKS. 


Ex-Senator Hill, in*the course of his re- 
marks, ridiculed the Roosevelt party as a 
wild West Show. If, he said, the issue is to 
be made on the services in the late war of 
Democrats and ‘Republicans, Democrats 


need not shrink. 

Black was not renominated because of the 
Raines law, the canal scandal, and his 
starchless civil service. Roosevelt indordses 


Black’s record. It was silly to say there 
was no fraud in the canal work. There was 
ignorance, incompetence, extravagance, and 
violation of law from beginning to end. He 
asked Roosevelt to give his honest opinion 
of Black’s starchless@ivil-service measure, 
declared Republicans would smother the 
bill for biennial sessions of the Legislature, 
and made a strong plea for Van Wyck as 
one who would fellow in the footsteps of 
Marcy, Tilden, and Seymour. 

He reviewed the services of noted Dem- 
ocrats in the late war, and when some one 
asked, ‘‘How about Bryan?” he reviewed 
Bryan's services in.the field, and closed. by 
predicting the election of Van W yck. 


TAMMANY WARNS M’CULLAGH. 


Tells Him He Is a Law-Breaker—Miles 
Asked to Help Twelfth Regi- 
ment Voters. 


The Tammany Hall Law Committee at its 
meeting yesterday afternoon received a re- 
port from the special, committee appointed 
to look into the work of Superintendent of 
Elections McCullagh and his men. This re- 
port was in the form of a letter to Superin- 
tendent McCullagh, informing him that he 
was guilty of a misdemeanor in delaying 
the execution of his warrants. The special 
committee says that it has found that only 
about fifty warrants have been secured by 
the Superintendent. It was decided to send 
the letter to the Superintendent. 

The Law Committee received a report that 
the Twelfth Regiment was likely to experi- 
ence difficulties im regard to voting under 
the special act passed last July by the 
Legislature. It.was then decided to send 
the following telegram to Gen. Miles: 

We are creditably informed that-Col. Leonard, 
Commander of the Twelfth Regiment, New York 
State Volunteers, now stationed at Camp Ham- 
jlten, Lexington, Ky., in a public interview in 
The Lexington Herald expressed himself as be- 
ing oppesed to the idea of holding an election 
in accordance with the provisions of Chapter 
674 of the laws of the State of New York, 1893, 
and also stated to members of said regiment that 
he would order the regiment on duty upon elec- 
tion day to prevent the holding of the election 
and that voting ‘by soldiers was subversive of 
military discipline. The law imposes the duty 
upon commanding officers of regiments commis- 
sioned by this State to receive ballots sent by 
the Secretary of State and that they make pro- 
visions for such election. 

We ask on behalf of the Democratic Party 
of the City of New York that you inquire into 
these facts and take such action as will enable 
the citizens of this State now in the service to 
vote in accordange with the provisions of the 
law. 


DR. O’NEIL BACK IN TAMMANY. 


Welcomed by Organization Men of the 
Thirtieth Assembly District. 


Dr. S. J. O'Neil jis once more a full- 
fledged member of Tammany Hall. The 
formal treaty of peace between the doctor 
and the organization leaders in the Thirti- 
eth Assembly District took place last night 
at a Tammany ratification meeting at Ex- 
change Hall, 160 East. Bighty-sixth Street. 
Col. Franz Mayer returned to the organiza- 
tion with Dr. O'Neil. At the meeting Dr. 
O’Neil was introduced by Chairman Joseph 
Moore, and said, “I wish it understood that 


I never eonsidered that I was fighting 
against the’ Tammany organization. I also 
want it understood that at no time was Ia 
candidate for Senator. I never gave my 
consent to the plading of my name upon the 
ballots by the Independent Democratic 
Party. My trouble was a personal one with 
the leader of this district. I have been con- 
vinced that I was not altogether in the right. 
Myself and friends are here to-night to 
show that we are true to Tammany.”’ 

Dr. O’Neil was loudly cheered. Hundreds 
of Tammanv men present congratulated him 
on his return to the organization. 


ORATORS CHALLENGED. 


Tammany Asks Republican Speakers 
to Debate Issnes with Democrats. 


A challenge to Republican campaign or- 
ators to meet Democratic speakers in joint 
debates on the issues set forth in the Demo- 
cratic platform was-issued-yesterday from 
Tammany Hall. 

Maurice B. Blumenthal, Chairman of the 
Tammany Speakers’ Committee, referring 
to the charges of the Republican managers 


that the Democrats are dodging issues, 
said: 

‘“*T am prepared to have members of our 
committee meet any persons designated by 
the Republicans from now until election day 
at any time or place, and debate with them 
the canal frauds, the Raines law, the Force 
ill, the increase of taxation in the State, 
and any of the other matters which make 
up the platform. on Which the State and 
county tickets of the Democracy stand. This 
applies to Col Roosevelt or any other Re- 
publican.” 

When this challe 
man Odell at Repu 
ters he said: ‘If 


was shown to Chair- 

ican State Headquar- 
r. Blumenthal will take 
in sound money, the independence of the 
judiciary, and ‘wide-open New York’ 
among the subjects to be discussed we will 
give him all the joint debates he wants.” 


—_— 


Van Wyck Bettors Offer Odds. 


E. B. Talcott of Bell & Co. announced 
yesterday that he was prepared to bet for 
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JUBILEE. BICYGLE PARADE 


Messrs. Tiffany & Co. have | Thousands View the Wheelmen’s 


just placed on sale a new pat- 
tern of forks and spoons and 
table service generally, upon 
which their artists and die sink- 
ers have been employed for 
many months. 


Intending purchasers will find 
it to their advantage to see this 
new pattern before making a 
decision. 


UNION SQUARE 
NEW YORK. 


clients of this Stock Exchange firm $50,000 
on Van Wyck at odds of 10 to 9. 


FRANKLIN S. HOGG’S POLITICS. 


An Affidavit that 
Wish to Join Tammany. 


A report was published recently that 
Franklin S. Hogg, President of the McKin- 
ley Club of the Twenty-second Assembly 
District, had expressed a desire to join the 
Democratic ranks. Mr. Hogg denied the re- 
port, and said he was still a Republican. As 
a result of Mr. Hogg’s denial three Demo- 
crats have made the following affidavit, 
which was given out last night at the Dem- 
ocratic Club: 


State of New York, 
York, ‘ss.: 

William H. Lee, Louis Marks, and Thomas F. 
Baldwin, being each duly sworn, depose and say 
that on Tuesday, Oct. 25, 1898, at about 10:30 
o’clock in the forenoon, Mr. Franklin S. Hogg 
met with -deponents at the office of Francis J. 
Lantry, Commissioner of Correction of the City 
of New York, at 148 East Twentieth Street, and 
in our hearing made the following statement: ‘‘ I 
am tired of belonging to the Republican organi- 
zation. I now wish to join the Democratic or- 
ganization of the Twenty-second Assembly Dis- 
trict and work faithfully for its interests. My 
father was a Democrat, and a friend of John 
Kelly. My mother is a school teacher. Her 
sympathies are with the Democracy and I am 
sorry that I did not always belong to Tammany 
Hall, for at my christening my parents wanted 
me to be named after John Kelly, and Mr. Peter 
Bowe promised to take care of me if I joined 
Tammany Hall, 


He Expressed a 


City and County of New 


WILLIAM H. LEE, 
THOS. F. BALDWIN. 
LOUIS MARKS, 
Sworn to before me this 3lst day of October, 
1898. FREDERICK FISCHER, 
Commissioner of Deeds, N. Y. Co. 


POLITICAL RUSH AT COLUMBIA. 


Republican Yofiths 
Other’s Noses. 


and Democratic blood was 
sprinkled freely yesterday morning about 
the Columbia campus. The students found 
floating from the flagpole a banner on which 
was inscribed in large black letters: ‘‘ Vote 
for Teddy the Tough Rider,’’ and ‘‘ Down 
with the Republicans.” Some upper class- 
men prepared to haul the standard down. 
Twenty stalwart Democratic youths grouped 
themselves about the flagpole and declared 
that the banner should stay. They were re- 
inforced by as many more. The Republicans 
drew to one side. Thirty feet from the pole 
they formed a compact wedge and awaited 
the word to attack. 

There was a yell and a rush, and next 
moment 100 students were fighting as if for 
their lives, the Republicans struggling to 
reach the pole, In case of success, by an 
unwritten college law, they would have been 
entitled to: remove the flag without moles- 


tation. Several men made flying leaps over 
the Democratic heads. One of them was 
seen to emerge from the mélée clad in his 
shoes and the remnant of a shirt. Much 
clothing was torn and many noses were 
bleeding. The defenders were being hard 
pressed when there was a sudden cry of 
‘“‘Faculty!”’ There was an instant untang- 
ling of legs and arms and the legs were put 
to use in getting the offenders out of sight. 

No one was seriously hurt in body or tem- 
per, although many black eyes were in evi- 
dence later in the classrooms. The college 
janitor, with a ladder, removed the obnox- 
ious flag while the Democrats groaned jn 
chorus. 


YESTERDAY’S FIRES. 


Democratie and 
Bloody Each 
Republican 


(From 12 o’clock Sunday night until 12 
o’clock Monday night.) ‘ 
1 A. M.—385 Cherry Street; occupant un- 


known; no damage. 


2:35 A. M.—177 West Ninety-third 

5:40 P. M.—252 East Houston 
James Tobias; damage, $200. 

6 P. M.—147 West One Hundredth 
‘William Pollack; damage, $150. 

8:15 P. M.—29 East Thirteenth 
Louis E. Scott; damage, $100. 


Street: 
Street; 


Street; 


Street; 





LOSSES BY FIRE. 


AMSTERDAM, N. Y., Oct. 31.—Fire this 
morning destroyed the barn in the rear of 


the Hooker Hotel and gutted the hotel 
building, causing a loss of $10,000. Insur- 


ance, $7,000. 


DANVILLE, Va., Oct. 31.—Fire this aft- 
ernoon destroyed the leaf tobacco factories 


of Schoolfield, Boatwright & Co., and partly 
wrecked the adjoining factory of Schoolfield 
& Watson, manufacturers of smoking to- 
bacco. The loss on buildings is estimated at 
about $24,000. The insurance is $17,000. 
Schoolfield, Boatwright & Co. estimate the 
loss on stock and fixtures at about $47,000, 
covered by about un equal amount of in- 
surance. They saved about $30,000 worth 
of manufactured goods. Their loss on stock 
in process of manufacture and machinery 
is about $10,000, fully offset by insurance. 
The fire originated from the overturning of 
a gasoline stove. 





Big Shipments of Spirits to Japan. 


PEORIA, IIl., Oct. 31.—A solid train of 
twenty-three cars of spirits has just been 
shipped to Japan, sold to the imperial Gov- 
ernment, to be used in the manufacture of 


smokeless powder in the Government works. 
They go as a special train to San Francisco. 
The shipment made nearly 1,000,000 gallons. 
The Japanese Government is buying enor- 
mous quantities, and two more large ship- 
ments will go on in-November,. 





nanny 
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Pageant on Fifth Avenue. 


4,000 RIDERS WERE -IN LINE 


Nearly Every Club in the City Repre- 
sented—Army and Navy Division 
Receives an Ovation. 


The bicycle jubilee parade in celebration 
of the National victories on land and sea 
brought out thousands of people last night. 
They crowded the sidewalks along Fifth 
Avenue from_the Washington Memorial Arch 
to One Hundred: and Tenth Street, where 
the parade practically disbanded. About 
4,000 wheelmen took part in the parade, 
and this included nearly every club in New 
York City and a large representation of un- 
attached wheelmen. It was a spectacular 


or lantern of some kind, and a number of 
clubs were provided with colored fire, all 
of which added splendor to the parade. 

The parade proper started at Waverley 
Place and Fourth Street and passed through 
thé Memorial Arch and up Fifth Avenue. It 
was nearly 9 o’clock when the word to start 
was given, and it was after 10:30 when the 
reviewing stand at One Hundred and Eighth 
Street was reached. President Randolph 
Guggenheimer of the City Council, repre- 


senting the Mayor: President Clausen of the 
Park Department, Corporation Courisel 
Whalen, Magistrate Simms, and Dr. Myrick 
were present to review the cyclers. 

The parade was divided into nine divis- 
ions, each in charge of a Marshal, anda 
there were couriers and aids galore. M. M. 
Belden, Jr., Vice Consul of the New York 
Division of the League of American Wheel- 
men, led the pageant, which was preceded 
by a detachment of. twenty-five members 
of the bicycle police squad. At several 
points along the line Grand Marshal Belden, 
who wore a gray uniform and campaign 
hat, was mistaken for Col. Roosevelt. At 
Thirty-first Street some one in the crowd 
yelled ‘‘ There’s Teddy Roosevelt.”’ Mr. 
Belden enjoyed the joke and gravely bowed 
to the yelling crowd. A band on bicycles 
followed, and then came Dr. and Mrs. Mc- 
Ilrath, who have recently returned from a 
trip around the world. The Century Road 
Club of America acted as escort to Dr. and 
Mrs. Mellrath. 

Capt. Stauback and the detachment from 
the army and navy 
cheers all along the line. The blue jackets 
representing the Massachusetts, 
and Brooklyn made a fine appearance. Then 
there was the Firemen’s Club, which 
showed an apparatus propeled by firemen, 
which resembled a hose 
equipment for fighting fire. 

The division which comprised the deco- 
rated wheels and the grotesque division 
were enjoyed by the crowd more than any- 
thing else in line with the exception of the 
army and navy division. Some of the wheel- 
men and wheelwomen in the decorative di- 
vision went to great expense, apparently to 
win one of the two prizes offered. In the 
grotesque division every rider tried to look 
and be funny. There were 
Chinamen, clowns, Indians, 
every nation was represented. 

People roared with laughter when an 
ingenious chap, rigged out as the ‘ tough- 
est coon lady in Thompson Street,’’ passed. 
He was closely followed by a representative 
had 
to his 
eal Haany 
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were received with 
Resolute, 
with 


cart every 


Uncle 
and 


Sams, 
nearly 


of the 
numerous tomato 
wheel. The rear 
which was known as the trade isplay, 
included everything in the line of auto- 
mobiles and bicycles and tricycles propelled 
by naphtha and petroleum. 

When the parade passed the Democratic 
Club Richard Croker and a number of 
others came out and watched the pageant. 
Mr. Croker was compélled to raise his hat 
time and again in acknowledgement of the 
wheelmen’s cheers. 


‘**Panhandlers’ Union,’’ who 
cans atttached 


division of the 





COUNTESS SAVED FROM DEATH. 


Adeline Schimmelman, the Evangelist, 
Falls from the Gangplank of 


Her Yacht at Detroit. 


DETROIT, Mich., Oct. 31.—Countess Ade- 
line Schimmelman of: Denmark, who 
making a tour of the lakes doing evangel- 
istic work, had a narrow escape from 
drowning last night. While crossing a plank 
from her yacht to the dock, the plank 
slipped, precipitating the Countess into the 
river. 

When finally rescued by her son’s efforts 
she was unconscious. To-day she is con- 
fined to her room, but the attending physi- 
cian says she will recover, although she is 
suffering severely from the shock. 


is 


WOULD-BE SUICIDES RESCUED. 


and Woman at Cleveland, O., 


Jump Into the Lake Together. 
CLEVELAND, Ohio, Oct, 31.—A despérate 


Man 


attempt to commit suicide was made early } 


Rose Laurier, aged twenty-two, 
of 840 Lave Street and J. E, Cleckner, aged 
thirty-two, of 264 Avenue. They 
walked out to the end of the dock of the 
Cleveland Yacht Club, at the foot of Erie 
Street, tled themselves together with strips 
torn from a bed sheet, and jumped into the 
lake. 

Two Lake Shore Railroad detectives were 
in the vicinity and witnessed the act. They 
at once ran down and dived into the water 
after the couple, whom they rescued after 
a struggle. Both were taken to a hospital. 

Cleckner is a conductor on the Cleveland 
and Pittsburg Road. Beyond saying that 
they were tired of living, the couple would 
give no reason for their attempted suicide. 


to-day by 


Case 


A Suicide with a Fortune Waiting. 

The body of Frank P. Fluri, twenty-seven 
years old, of 1,793 Amsterdam Avenue, who 
disappeared on Friday last, was found last 
nignt in a rear room on the fourth floor of 


the unoccupied house at 467 West One 
Hundred and Forty-seventh Street. Fluri 
had evidently committed suicide by inhaling 
gas. He was a gasfitter and plumber. 
father died some time ago, and left an es- 
tate worth $80,000, which was to be equally 
divided between four brothers when the 
younger one, Charles, became of age. This 
younger brother attained his majority Sun- 
day. No cause can be assigned for the 
suicide. 





ALBEMARLE—Capt. Robley D. Evans, United 
States Navy. 

FIFTH AVENUE—W. R. Nelson, Kansas City; 
ex-Congressman Jesse Spaulding, Chicago; David 
Martin, Philadelphia; ex-Gov. Charles Warren 
Lippitt, Rho@e Island. 

MURRAY HILL—Ex-Congressman 
Prandegee, Connecticut. 

WALDORF—The Rev. T. De Witt Talmage, 
Washington; Gov. William A. McCorkle, West 
Virginia; Count and Countess Villars, Paris. 

WINDSOR—Judge W. G. Hawkins, Pittsburg; 
W. H. Sayre, Bethlehem, Penn. 
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Catalogues mailed free on , 


OLD INSTRUMENTS TAKEN, 


Cor. Fifth Ave. & 


Wedding Rings. 
18-kt. Gold. 


Either the narrow or broad. effect at 
4.00. Heavier rings from | 5.00 to 
15.00. Also a complete selection 
of Engagement Rings, Diarhord Sol- 
itaires and Diamonds eqmbined 
with Pearls, Emeralds or , Rubies. 
The prices are moderate. Write 
for our new catalogue, ~ : 


h. SFrankfield * Gs. 


? 


Jewe ets, 


52 West 14th Street. 
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ARRIVAL OF BUYERS. 


oO lL 


Hill 
; Cc. W. 


Field, Marshall, & Co., Chicago,; Ill; 
Evans, | 


gloves; 104 Worth Street; 
H tel 


Emerson, D. R, & Co., Boston, 
Emerson, dress trimmings; Hotel 

Lindeke, Warner & Schemelier, St. 
J. M. Forest, dress goods, silks, 

61 Leonard Street; Hotel Manhattan. 

Hoyt Dry Goods Company, Clevel , Ohio; H. 
H. Hoyt, notions and fancy ee ‘Hoyt, 
dry goods; Hotel Metropole. 

Flint Kent, Buffalo, N. Y.; W. Costello, no- 
tions and fancy goods: G. G, Batéwin, laces 
and embroideries; Hotel Cadillac. 

Tuteuer & Co., Cleveland, Ohio; J, Tuteuer, 
eluaks and suits; Stuart House. 

Sonas, L., & Co.. Nashville, Tenn.;, Ay Jonas, 
not ons, fancy goods, and furnishin;? goods; 621 
Broadway; Hotei Vendome. 

Denhelm & McKay Company, W er, Mass. ; 
H. A. Gross, laces and embroideries; 2 Walker 
Street; Hotel Vendome, ‘ { 

Olsen, S. E., & Co., Minneapolis, Ninn.; L. H. 
Wells, stationery; E. H. Moon furnishing 
zoods; R. Knox, laces and embroideries; 255 
Churea Street; Hotel Vendome. 

Field, Marshail, & Co., Chicago, Tl; R: 
jewelry; D. ©. Hit,’ silks; 104 Worth 
hotel Normandie. 

Adam, J. N., & Co., Buffalo. N. ¥.; J. N. 4dam, 
dry goods; 57 White Street. i 

Sisson Brothers & Weldon, Binghareien N. Y.; 
Cc. F. Sisson, dry goods; Miss D. ¥ 
goods; Hotel Cadillac. } 

Blodgett, Ordway & Webber, 
W. Woe. ace and white 
Avenue Hotel. 

“Pair, The,’ Chicago, Ill.; F. Réimsford, fure 
nishing goods; Hotel Cadillac, 

Kiein, S., Chicago, Ill.; domestics 
carpets; 406 Broadway; Holland H 

Frank Brothers, Chicago, II1.; 
fancy goods; 115 Worth Street; 

Rothschild, A. M., Company, Chie 
W. Foles, carpets; 43 Leonard 
Albert, \ 

Hofmayer, Jones & Co., Albany,...\3a:3 
Jones, notions and furnishing gods; 
minster Hotel. ’ 

Bell Dry Goods Company, Bradford Penn.; W. 
J. Bell, notions and furnishing ; Hotel 


Imperial. ; . 
“Fair, The,’’ Chicago, Ill.; J. H. E'2, woolens 
Ww. E, 


and dress goods; Hotel Marlborough. 

Field, Marshall, & Co., Chicago, -Ji.; 
eee hosiery; 104 Worth Street; St. Denis 
Hotel. : 

Glover, H. B., & Co., Dubuque, heowa; J. B.\ 
Glover, notions; Murray Hill Hotel: 

Robinson, J. M., Norton Company, 
Ky.; A. G. Robinson, dry goods; 258 Church 


Street; Hotel Imperial. ‘ 

Kirkpatrick, T., & Co., Omaha, N&b.; W. H. 
Koenig, laces and fancy goods; Church 
Street; New Amsterdam Hotel. rma 

Meyer, J., & Sons, Richmond, Va,; A. H. Meyer, 
ribbons, fans, and umbrellas; 64 Franklin 
Street; Hotel Imperial, ; 

Hengerer, William, Company, Buffalo, N. Y.: 
Cc. H. Nagel, hosiery and underwear; 3it 
Broadway; Hotel Imperial. 

Haenlein, I., & Co., Buffalo, N. Y.; I. Haenlein, 
fancy goods; Hotel Imperial. 

Grandy, J. W., & Co., Norfolk, Va.; C. Grandy, 
notions; Grand Hotel. 

Denholm & McKay Company, Worcester, Mass.; 
D. T. Sands, dress goods; 2 Walker Street: 
Grand Hotel. 

Cohen, S., & Co., Boston, Mass.; G. Cohen, dress 
goods, notions, &c.; St. Denis Hotel. 

Stiefel, G., & Co., Wheeling, West Va:; G@. By 
Stiefel, dry goods and cloaks; St. Denis Hotel. - 

Daniels & Fisher, Denver, Col.; H. Jones, do< 
mestics and linens; 56 Worth Street; Hotel 

Baltimore, 


Manhattan. 
yrinsfelder, J., & Sons, Md.; 
Grinsfelder, silks; Hoffman House. 
Kirschbaum, A., & Co., Philadelphia, Penn.; Mi 
May, Woolens; Hoffman House, 


anhattan 


Poul Minn. 


velvets; 


uinn, 
reet; 


Mass.; . 


ousse. ; 
'B, Wiley, 
#1 T 


R. li. 
West- 


Scruggs, Van Dervoort & Barney Dry Goods y 


Company, St. Louis, Mo.; W. 

and suits; 443 Broome Street; Hoffman House. 
Wightman, D. A., Rochester, N. Y., dry goods 
pene ee 5 Imperial. 

rown, . bs ittston, Penn., d 

notions; Hotel Imperial. 0 OF ee ae 


Davidson, cloaks, 


Delaplain Dry Goods Company, Wheeling, West 
Va.; J. S. Gibbs; 95 Franklin Street; Hotel 
Imperial, 

Adam, J. N., & Co., Buffalo, N. Y.; J. F. Jones, 
notions and fancy goods; 57 White Street: Ho- 

a4 s rlborough. : 
echt Brothers & Co., Baltimore, Md.; E. Hec 
carpets; Hotel Marlborough. — 

SS & poe A carte Mass.; W. FH. 
MacInnes, dry 9 and notions; 45 

he a oe eo Normandie. ~ 
Yenholm & McKay Company, Worcester, M ; 
Miss M. L. Hengge, millinery; £ 3 

penal Normandie. mk Street 
senver Dry Goods Company, The, Denver, Col.? 
F. W. Hedgecock, white goods, laces, and kid 
gloves; 487 Broadway; Hotel Manhattan. 

Porteous & Mitchell Norwich, Conn.; T. W, 
Garry, laces and ribbons; 57 White Street; 
Avenue Hotel. : 

we. Tae Ce. Tiarttoré, Conn.; H. Be 
Strong, clothing and upholst 5 - 
Strongo@ p ery goods; 2 Walk. 

Fortes . water, Springfield, Mass.: A. EB. 
2ong, ress goods; G. Weatherhead, 

Barres 2 —— Street. aes 
Burnham, Hanna, Munger & Co., Kan City, 
Mo.; W. H. Howlett, dr ; : 
Street; Hotel Gerlach. y Kd 

—- S. E., 09 nay Minneapolis, Minn.; W. A, 

den, carpets and upholste oods; 
Street: Hotel Gerlach. wae are 

Fair, The, Chicago, IIL; CG. A. Birkle, 


and upholstery goods; Holland House. tessa: 
Athol Silk Company, Boston, Mass.; D. By 
Adams, silks: Murray Hill Hotel. 
Dismukes Brothers & Co., Nashyille, Tenn.: J. In 
Dismukes, hats and caps; St. Denis Hotel. 
a rom © Anca Company, Buffalo, 
: 53 ; . arrott, millinery; 
Street; St. Denis Hotel. 75 3 
Goldberg Brothers, Detroit, Mich.; H. Ws 
Schaschke, linens and white goods; 586 Broade 
way; St. Denis Hotel. 


Dinet, A. E.. & Co.. Joliet, Ill; A. E. Dinet, 


dry goods; Hotel Albert. 

Alms & Doepke Company, Cincinnati, Ohio: G. 
B. Alms, furnishing goods; 56 Worth Street; 
St. Denis Hotel. 

Labonte, L. P., Manchester, N. H.; notions; Hos 
tel Albert. 

Bacon, F. E., & Co., Rome, N. Y.; F. E. Bacon, 
notions and furnishing goods; Hotel Albert. 

Herman, L., Danville, Va.; clothing; Hotel Ale 


bert. 
Lahr, Hopkins Company, Evansville, Ind.; A. P, 


Lahr, notions and furnishing goods; Hotel Ale _. 


bert. 
Blodgett, Ordway & Webber, Boston, Mass.; Fy 
A. Ordway, dry goods; Hotel Albert. 


Postmaster at Hull, N. H., Arrested. 


HULL, N. H., Oct. 31.—Postmaster Frank 
E. Foss was placed under arrest at hig 
home here to-night by United States Mar- 


shal Clark. on the charge of embezzlement, 
of $6,290.58. He will be arraigned before 
United States Commissioner Shurtleff at 
Concord to-morrow. 
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FIRST CAMPAIGN APPEARANCE 


He Defends the State Administration 
and Alger — Root, Wood- 


ford, Strong, Quigg, Depew, 
and MacArthur Also Heard. 


/ 


* Col. $heodore Roosevelt, Gov. Frank S. 
Black’ Chauncey M. Depew, ex-Mayor W. 
L. Strong, ex-Minister Steward L. Wood- 
ford, half a dozen other prominent ora- 
tors upon the stage of the Lenox Ly- 
ceum t night to take part in a “* Grand 
mass Meeting in ratification of the Republic- 
@n nominees, under the auspices of the 
Plaza Republican Club and the Campaign 
Commit ef the Twenty-ninth Assembly 


District. 

It was Gov. Black’s first appearance on the 
platform in this campaign. There was no 
doubt that many of those present had come 
out to hear’ and see him, for they began 
calling for him as soon as they recognized 
his face on the stage; and they afterward 
listened to his speech with so close an at- 
tention, that the lulls of silence between 
some of his phrases were almost painful. 

The large hall of the Lyceum was packed. 
On the main floor the crowd was. so thick 
that many women had to stand in the 
aisies and along the walls. The stage was 
so thronged by the prominent men invited 
to take part in the meeting as Vice Presi- 
dents that it looked decidedly uncomfortable 
up there. The galleries were even worse. 
In bot: of them men and women were 
standing in great numbers, as there was not 
roo’ for those who wanted to hear the 
spe: kem of the evening. 

It waS a mixed audience, men and women 
being M® almost equal proportion, and the 
fashe le dresses of Fifth Avenue were 
ranged ‘with the plainer ones of the east 
side. Some young persons had provided 
themsdves wiih rattles to applaud the 
speake’s with, the noise of which instru- 
ments sounded so much iike a hiss that the 
speakers seemed confused by this new 
method ef manifesting approval. t 

All ofjthe audience did not get inside. 
Purt of}it remained close to the doors 
through@it the meeting. and struggled hard 

to get into the hall. A police- 

ned at the door complained that 
there w@e more ‘“ deadheads’’ trying to 
get in tjan at any meeting he had seen 
lately. Whenasked what he meant by “‘dead- 
heads,” fe said that he meant persons 
without jickets. Most of those who got 


There vas little decoration. The election 
cards of.the candidate for the Senate for 
that disttict were posted and long strips of 
-red, whi and blue bunting and ropes of 
evergreel, were stretched from the central 
point of ‘he dome to the sides of the hall. 
Palms aji other plants adorned the boxes 
at the ir of the first gallery. The stage, 
also, bada fringe of leaves and grass. 

A trep¥ ndous reception was given to Gov. 
Black, ¥ when he came upon the stage 
and whej he rose to speak. ‘This reception 
Was almpst as warm as that which was 
later in evening accorded to Col. Roose- 
velt. Thi Dapernor had just arrived in the 
city, ancihad hardly had time to drive to 
the Netkbrilands Hotel and freshen up for 
the evenng before his turn came to speak. 
In o give him more time, the order 
of Z was changed, and Elihu Root 
was placéd before the Governor. 

Col, Raosevelt was received with a tre- 
mendous demonstration. This demonstra- 
tion Mion the street long before he 
reached the hall, and could be heard so 
distifietly that it put an end abruptly to 
Mr. Depew’s speech. It soon swept into 
the hall, an@ seemed to lift the Colonel of 
the Rough Riders off his feet and land 
him upon the platform in a sort of warm 
Wave. The audience greeted him with an 
outbarst of cheers, and Mr. Depew shouted 
above the din: ‘“Ah! there he comes!” 

The audience manifested its good humor 
throughout. It listened and waited patient- 
ly from § o’clock until after 11, when Col. 
Roosevelt came, and it applauded almost 
every utterance of the evening. It respond- 

vociferously to every reference to 

t McKinley, and gave a cheer for 

Alger, when <. Black spoke 

his able ministration of the War De- 
partment. 

‘The sentiment that provoked most ap- 
Pplause was the assertion of the Rev. Dr. 
Robert S. MacArthur: “I am glad that I 
am in New York to-night, and not in 
heaven.”” This was cheered and applauded 
for almost a minute. 

The meeting was opened by a short 
epeech by Edward W. Harris, President of 
the Plaza Republican Club, who named ex- 
Mayor, Strong as Chairman of the meeting. 

r. Strong said: 
STRONG PREDICTS SUCCESS. 

'“ We are out in this campaign for three 
Good government, sound money, 
fapplause,] a sound money delegation to 
Congress from this Staie, and for the elec- 
tion of Col. Theodore Roosevelt. [Cheers 
and applause.) ¢ 

“And there is still another very neces- 
Sary thing for us to do. and that is to elect 
Siature that will send a@*sound money 
State of New York to 
peplauve.) 
Ve 


Senator from the 
Prmerly represent the people. 
“Thave no fear of the result mysellt. 


oe a few timid friends, however, to whom 


can say: ‘ You don't give full appreciation 
to the wishes and good sense of the citizens 
of the Empire State, [applause,}] when you 
Say to them that there is any faltering and 
@ny fear that our citizens will cast their 
vetes against our having a currency in this 

tion that is not as good as any currency 
on the face of the globe.’’ [Long applause. } 

Col, Strong then introduced Blihu BRwot 
@mid great applause. 

ot ~ said, in part: ; 

e have a very interesting campaign, 
Most startling in many of ite cha ond 
istics and, I should say, most promising 
in its outlook, were it not for the fact that 
We rest to-night under the cloud of the su- 
pernatural influences of our adversaries, 
which is supposed to bring success *” the 
runner of the policy shop. 

“We have in this campaign a number of 

entlemen endeavoring to make their way 
rom New York to Washington by way of 
the canal, a most extraordinary route, and 
I apprehend that if instead of the mil e 
they had an allowance, the journey would 
bankrupt the Government. 

“I wish to say a word on the judiciary. 
It is an issue which came into the cam- 
paign unexpectedly, which came in on Tr 
eonal grounds. Mr. Croker avows the right 
to control the occupant of the bench. Now 
for the first time the people have presented 
to them the issue of whether they wish their 
Judges to understand that they hold their 
office and administer the law upon tenure of 
obedience to a political leader. 

“ This isn’t a question merely whether the 
Judges of the Supreme Courts are to obey 
Richard Croker or any other political leader. 
It is a question whether the people are to 
give their assent to the State’s great degra- 
dation which will follow. It is a question 
whether the lawyer who goes into court 
representing property, representing the 
poor, for liberty, for freedom, and all the 
variety of rights as dear to the poor as to 
the rich, whether this lawyer is to find them 
denied at the instance of some political sub- 
ordinate who has crept into the back door 
and whispered to the Judge.” 

Col. Strong then introduced Gov. Black 
BO ews: i 
“On a Democratic banner to-day s 
that the supreme issue of this campaign is 
the canals. [Laughter.] We who have 
been Republicans all our lives have been 
fighting the Democrats for years on many 
principles. Years ago they did have solid 
principles as well as the Republicans, but 
to-day they have only the one supreme 

mae-see canals. 

**Now you are going to listen a 
who has been the Governor of pA 
for the last year and ten months [loud 
applause,] and when his administration 
passes into history it will be said of him 
that he has stood like a rock for good 
laws and good, sound government.” [Pro- 
Icnged applause.] 

As Gov. Black arose the audience stood 
up to cheer him. It applauded for a‘minute 
or two, cheering him several times. He 
then spoke as follows: 


GOV. BLACK’S SPEECH. 


Mr. Chairman, Ladies, and Gentlemen: 
The reason for my appearance is to be 
found rather in the gravity of the present 
situation than in any expectation that my 
counsel will either instruct or entertain. I 
believe, however, that upon those problems 
where the interests of all the people centre, 
there cannot be too free discussion. It is 
in deference to wise and salutary doctrines 


that assemblies like this so frequently come 
together. I have availed myself of the 
privilege which these surroundings afford 
to express some considerations, which, al- 

not new, are always vital and im- 


The duty existing between public servants 
the people is not wholly on one side. 
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of Tammany Hall, at least, do not need to 


The servant owes to the people diligence, | has done. What it has prevented, the chiefs 


faithfulness, and integrity, the protection 


and advancement of public interests, no 
matter what stands in the way. But when 


these things are done the contract is not 
yet fulfilled. There remains yet undis- 
charged a most important part, for the peo- 
ple owe that servant encouragement, com- 
mendation, and support. This latter half 
of the obligation is too often overlooked. 
Criticism is apt to be bestowed where ap- 
probation is due. The eyesight is too keen 
toward the small defects in the process, too 
dim toward the large resulting benefits. A 
single blemish will sometimes so fix the at- 
tention of the captious that the most benefi- 
cent performance may go unobserved. 

In the whole career of this people there 
is no single event which has more fully 
illustrated the American character than the 
war with Spain. The prompt response, the 
personal sacrifice, the bravery and skill in 

attle, the chivalric kindness to the pros- 
trate enemy—all these conspire to raise the 
American name, and but yesterday their 
praises were repeated by every tongue. But 
the war is over now, and already the les- 
_ imparted by it is beginning to grow 

im. 

Let us remember that into this conflict 
we plunged with almost unaniméus accord, 
and the last man who yielded to the flaming 
impulse was the President of the United 
States. Cautious and thoughtful, he feared 
the sacrifice. If peace and honor could have 
been maintained, that was his choice, but 
when once the floods descended, he bore 
himself with such dignity and courage, such 
want of ostentation, that he drew nearer 
even than he was to the hearts of the peo- 
ple. You cried for war with such resistless 
fervor that you forced him into it unpre- 
pared. In less than four months he brought 
you out of it victorious. Have you so soon 
made up your minds not to sustain him? 

And with him through all this tempest 
stood one whom I shall name, because he 
has so often suffered at the hands of the 
unthinking and the unjust—a hero in the 
last war, a statesman in this, courageous, 
upright, the Secretary of War has stood, 
performing his duty, and has not _ been 
swerved therefrom either by the perils of 
war or the aspersions of his countrymen. 

In the presence of such a record, how 
small must be that spirit that now arraigns 
the National Administration, and asks that 
it be convicted! 

And in the war just closed New York has 
played a brilliant part. Of all the men who 
went to war, more than one-twelfth were 
hers. The best equipped battalions that en- 
tered the field bore the initials of this State, 
and none surpassed them in the services 
they rendered. But high as the standard 
of New York was held, it did not escape 
the critical assault of those who believe 
that whatever is said to the discredit of 
their State is just so much proof of the 
wisdom of those who say it. I have made 
this allusion to New York’s position in the 
war because it may be grouped among 
those State subjects which are now in pro- 
cess of debate. I am the more ready to 
discuss these issues because of the belief 
I entertain that State and National issues 
cannot be safely separated. 


REPUB™ICAN STATE RECORD. 


I am the nore ready also to discuss State 
issues because I believe those issues, as 
framed by the Republican Party here, are 
right. No case is fairly made that sup- 
presses any fact, and no campaign is fairly 
does not discuss all the is- 
sues. <A party should be judged no more 
by what it has done than by what it has 
prevented, and in the selection of public 
officials the people should consider the char- 
acter and record of those who ask to be 
trusted. Upon its record the Republican 
Party in this State can afford to be judged, 
and with the promise that I will not keep 
ask you to devote with me a 
its dispassionate considera- 


you long I 
brief space 
tion. 

FuUur years ago, upon that party’s return 
to power, it found the Capitol at Albany 
still unfinished. After a continuous Demo- 
cratic reign of more than twelve years, 
after an expenditure of more than _ $20,000,- 
000, that unsightly pile stood as it had for 
nearly twenty years, unchanged in outward 
aspect, except through the ravages wrought 
by time, and the day of its completion was 
not in sight. To-day it stands a finished 
structure, expressing in its history the 
methods, the purposes, the integrity of the 
two great parties under whose control it 
passed. Twenty years of rust, decay, and 
disappointment; four years of progress and 
fulfillment. 

The same management that stigmatized 
the Capitol was fast accomplishing the ruin 
of the forests. That vast northern domain 
which constitutes the chief value of the 
State’s possession, was with gradual yet 
rapid pace passing from the State’s control. 
Private greed was clashing with the public 
interest, and in every case the latter was 
wiped out. Hundreds of thousands of acres, 
worth millions of dollars, had, through dis- 
honesty and neglect, passed beyond recall. 
The lumberman was supreme, the destruc- 
tion of the forests and the dependent sup- 
ply of water seemed decreed, and the riot 
of private greed was in full sway. Few 
men realize to-day the importance of this 
subject, which future years will demon- 
strate. The progress of destruction has 
been stopped, thousands of acres have been 
reclaimed through the machinery of the 
law, and thousands more by purchase. The 
first school of forestry in the United States 
has been established, its footing secured, 
and the State of New York has again taken 
the lead in a subject whose importance has 
long been recognized and studied by the 
advanced nations of Europe. 
Upon every question of moral advance- 
ment the Republican administrations of this 
State have impressed themselves. The elect- 
ive franchise, which has more than once 
been rescued by that party from debase- 
ment, has been raised again toward a freer, 
fairer exercise, by the enactment of a pri- 
mary law. The will of the people must find 
a free expression untier a government like 
this, or else such government will become 
the tool and property of the alert and pow- 
erful influences which corruption can _ al- 
ways commend. The work was but half 
accomplished in protecting the ballot at the 
polls; the other half was done when the 
rights of the voters at tne primaries were 
made easy and secure. The secret_ballot 
in this State was the work of the Repub- 
lican Party, and it has now supplemented 
that work by the most enlightened primary 
law possessed by any State. 

I am aware of the varying opinions even 
among members of my own party upon two 
subjects legislative action—biennial ses- 
sions and e amendment of the civil serv- 
ice law.. Both these actions would, I be- 
lieve, if submitted to the people, be over- 
approved. _ é 
By the biennial sessions resolution New 
York. haSitaken the first step to place her- 
self in line with the enlightened policy of a 
large majority of the States of the Union, 
saving expense, avoiding frequent elections, 
reducing the volume of legislation, and the 
likelihood of too frequent changes in public 
servants. 
By the civil service amendments she has 
dared to take the ground that sense, ex- 
perience, and character stand for something 
in American politics—that what a citizen is 
and does shall not be entirely subordinate 
to what he knows; that those in places of 
great responsibility shall not be handcuffed 
while the business of: their 
» by others whose character 
and in whose selection 


to 


and blindfol 
office is dom 
they do not ow, 
they had no voice. 
The Republican Party passed and takes 
the full respansibility for the Raines law, 
which has reduced the number of saloons 
in this State from more than 33,000 to less 
nd at the same time increased 
om the sale of liquor from 
less than $3, @00 to more than $11,000,000. 
It passed the Metropolitan Elections bill, 
which prevents as far as legal enactments 
can the frauds and-crimes against the elect- 
ive franchise. which have for many years 
branded the City of New York. It has be- 
gun and will rry through to a just de- 
termination the investigation of the canals, 
that subject which for more than half a 
century has the fruitful source of 
seandal and der. It has reduced the 
rate of tax in the State to the lowest 
point, with © exceptions, in over for- 
ty years, f all these things were 
done by a whose adjournment 
was the earli nee 1815. 
These are the the Republican Party 


than 28,000, a 
the revenue 


be told. Upon this record the party will 
stand or fall, but it expects to stand. 


THE UNREPENTANT DEMOCRACY. 


And who are the claimants who now ask 
you toerepudiate that record? Who are 
these clamorous pretenders who would have 
the investigation of the canals intrusted 
to their hands? They are the direct heirs 
and successors of the infamous Tweed ring 
of 1870, and the equally infamous canal ring 
of a later day. Who are these fluttering 
saints rending the air with denunciations 
of the Force bill? They are the beneficiaries 
of a stolen Senate. They are the con- 
spirators who have defiled the bench. They 
are the perpetrators of those rapes against 
the franchise, which have covered their 
names with infamy for all time. It will 
be many a day before “the people of this 
State will accept the promises of this chas- 
tened Democratic spirit until it forgets the 
deeds done in the carnal, Democratic flesh. 
Repentance is not alone by word of mouth, 
but by works meet for repentance. And 
the people will not be deceived by the pres- 
ent outcry proceeding from the inner re- 
cesses of the Democratic fold. The cry 1s 
not because any portion of those within 
have arisen to rebuke the sins of their as- 
sociates. It arises only from those in the 
outer circles who are striving valiantly for 
a place nearer the centre of supplies. No- 
body has reformed; it is still the old case 
of competitive unfitness. 

The policy of the Republican Party in this 
State should be continued. In some re- 
spects it will be, no matter who may suc- 
ceed next month. I say to you and to all 
the people of this State that in one respect 
at least the course of the present adminis- 
tration will be adopted and pursued. The 
subject I,;mean is the investigation of the 
canals. It is a subject not only of vast im- 
portance, but one which involves the most 
careful and protracted examination. No 
man should be excused if found to be guilty 
and no man should be marked without suf- 
ficient proof. No political exigencies will 
drive me forward unprepared, and when 
once the evidence is clear no considerations 
will retard for a single day the just and 
proper disposition of the case., The subject 
shall be so left that no matter who my suc- 
cessor may be, he will not be permitted to 
choose whether he will proceed. He will be 
compelled to proceed. 

Fellow-citizens, the time is near at hand 
when argument must stop and the issue be 
decided. You must declare whether Theo- 
dore Roosevelt shall be elected Governor, 
who, some think, may prove to be too hon- 
est, or Tammany Hall, against whom that 
charge at least has never yet been made. If 
I could say one word which would follow 
you this year and as long thereafter as 
you vote it would be the admonition to 
found your politics upon the broad lines of 
the country’s welfare, remembering that the 
Nation is not safe while the States are in 
jeopardy. Do not be moved by the chang- 
ing emotions of each campaign as sands 
are shifted by the impetuous currents of 
the sea, but planting yourselves upon the 
firmer basis of National policies, stay there 
to the end. 

As soon as Gov. Black finished his speech 
and the applause died away, Chairman 
— introduced Gen. Stewart L. Wood- 
ord. 


WOODFORD ON THE WAR. 


Gen. Woodford spoke upon the war with 
Spain. Among other things, he said: 


‘‘“War came, and the Spanish flag was 
swept from Manila Bay. The: flag of red 
and yvellow—the flag of blood and the lust 
of gold—has disappeared from where it had 
floated triumphantly for three or four 
centuries; and a new era dawns. I know 
not what the future is to be. I think I 
realize, as few of you can realize, all the 
difficulty and responsibility and the danger 
that is in that future. But I am glad that 
my party, the Republican Party, the party 
of faith in the Nation and of faith in the 
future, is charged with the solution of*this 
difficulty; and I do not shrink from that 
solution. [Cheers and applause.] 

‘* As I have said before I repeat to-night; 
I may not say that wherever our flag has 
gone there our flag must stay, but this I do 
say—that wherever our flag has gone for 
the sake of liberty, humanity, and civiliza- 
tion, there it must stay. and, God helping 
us, stay forever.’’ (Loud cheering.) 


FROM PRAYER TO POLITICS. 


Chairman Strong introduced the next 
speaker, the Rev. Dr. Robert S. MacArthur, 
with a guotation from the Bible—‘‘ Whoso- 
ever knoweth his duty and doeth it not, he 


shall be beaten.’’ 

Dr. MacArthur spoke, in part, as follows: 

*T have just come from a missionary 
prayer meeting to take part in_ this mis- 
sionary political assembly. ([Laughter.] 
There is no contradiction in my creed in 
praying for the coming of the kingdom of 
righteousness and in speaking for Col. 
Roosevelt and indorsing William McKinley. 
{Laughter and applause.] If a man cannot 
put his religion into his politics, he must 
either have a very poor religion or else 
his politics must be pretty bad. [Laughter.] 
If a man is so interested in the other world 
that he cannot do his duty in this, he is 
likely not to get into a world better than 
this. [Laughter.] 

“Some of you could not help being Amer- 
icans. I chose to become one. [Laughter.] 
And I never was so proud of the glorious 
flag of the Nation as I am to-night, and I 
think that the worst use to which we could 
put the flag is to haul it down after it has 
been run up in the interests of civilization 
and humanity.” 

Dr. MacArthur devoted the rest 
time to an eulogistic review of Col. 
velt’s record. 

Lemuel E. Quigg next spoke upon the 
nomination of Judges by Tammany Hall 
and upon his own Congressional campaign. 


DR. DEPEW’S PROPHECY. 


Chauncey M. 
follews: 

‘For the past forty years on the night 
before the election I have predicted how the 
State was going, and thirty-five times I 
have been right. My prediction this year is, 
first, that when the sun goes down on the 
night of the election, Theodore Roosevelt 
will be Governor, and, second, that the Leg- 
islature will be Republican in both 
branches.”’ 

While Dr. Depew was still speaking, cheer- 
ing was heard in the street outside. In a 
moment the entire audience arose and 
sounded a tumui.uous” greeting to Col. 
Roosevelt, who appeared at the back of the 
stage. 

‘*“Now let me take the place that Col. 
Roosevelt took at Santiago Hill,”’ said Mr. 
Depew. ‘“ He said, turning to his men, 
‘Come on, boys!’ Now I Say, [turning to 
Col. Roosevelt,] ‘Come on, Col. Roosevelt! 
Come on, Teddy,’’’ and one salvo of ap- 
plause followed another before the candi- 
date could make himself heard. 


ROOSEVELT PRAISES THE POLICE. 


Col. Roosevelt spoke for the most part 
about the war and national issues. He re- 
ferred to the part that the police may play 
in the coming election, as follows: 

“One of the saddest things in connection 
with Tammany Hall during the past ten 
months is what it has done with its public 
servants. Let me speak one word for the 


police. I know them well, and after two 
years’ experience I wish to say that I ques- 
tion if there is a finer body of men in all 
the country than the thousands who wear 
the blue uniform. It is no fault of theirs 
if they are used for wrongdoing. .I know 
them—I know they hail the chance to do 
what is right.”’ 

It was nearly 11:30 o’clock when Col. 
Roosevelt ceased speaking. Although the 
names of several other speakers were on the 
list, the meeting closed with Col. Roose- 
velt’s address. and a rush was made for the 
speakers’ platform, where both Col. Roose- 
velt and Gov. Black were compelled to 
shake hands with several hundred enthusi- 
astic men. 
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Depew spoke in part as 
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TUESDAY. 


FOR A NEW BAR ASSOCIATION. 


Charles Strauss Says the Movement Is 
to be a Success—Plans of 
» the Enterprise. 


Charles Strauss, the lawyer, who heads a 
committee formed with the purpose of 
starting a new bar association in the city, 
said yesterday evening that he felt con- 
fident the movement would be successful. 
“The new association is to be a much 
broader affair than the present one,” said 
he. “I have had its formation in mind for 
two years, but did not think it was neces- 


Sary until the recent action of the present. 


bar association led me to believe that an 
association of its character which took 
action on public matters, ought to be thor- 


oughly representative. We have dropped 
work entirely on the movement, however, 
until after election. We don’t want the old 
howl raised that it is a Tammany move- 
ment. We want the association to have no 
political complexion, and Republicans who 
might otherwise accept an _ invitation to 
join it, might ‘be deterred if we pushed 
things now, for fear that it was a Demo- 
cratic organization.” 

Mr. Strauss has appointed a committee of 
twenty-five to aid him, most of whom are 
Democrats, though not all of these are 
members of Tammany Hall. Some of the 
members are Republicans. He is a member 
of Tammany, but says that the movement 
has nothing to do with that body. ‘“ As far 
as plans have progressed,” said he, * the 
intention is to establish an organization 
which will truly represent the active work- 
ing bar of New York. It should be under- 
Stood that this organization is in no sense 
to be a rival or competitor of the old one. 
There is abroad simply the feeling that 
while the present Bar Association numbers 
only about 1,200 members, there are among 
the other 6,000 lawyers in the city a suffi- 
cient number of reputable practitioners to 
form a new organization two or three times 
as strong numerically as the old one, and 
very much more representative. 

“There is a strong inclination to make 
the association cover the bar of the entire 
city, which would furnish an available list 
of several thousands more, from which se- 
lection for membership might be made. So 
far as any plans have been discussed, the 
tendency is to have a building down town 
fitted really as a workshop for lawyers, 
where they can resort during the! day or 
after hours, and have the conveniences of 
an extensive library, a stenographic force, 
consultation rooms, and possibly accommo- 
dations for luncheon. Naturally the re- 
quirements for membership have not been 
settled. Personally, I believe that the 
terms of administration should be_ broad 
enough to give every lawyer of good repu- 
tation an opportunity of membership, with- 
out respect to creed or politics. 

“One of my colleagues has suggested 
that there be establisned an associate class 
of members, like, for instance, students, 
who may be admitted to the use of the li- 
brary upon a member's card, without any 
payment. The general idea for our asso- 
ciation is that we have a £50 initiation fee. 
It would be easy to get 1,200 good men to 
start with, which would give us an im- 
mediate fund of $60,000. 


THE JUDICIARY CAMPAIGN, 


A meeting of lawyers of the Twenty-third 
Assembly District was held at 100 
Broadway yesterday for the purpose of form- 
ing an organization to co-operate with 
the Committee of One Hundred in the ju- 
diciary campaign. A campaign committee 
was formed, composed of E. J. Dunphy, 
Julius M. Mayer, Rudolph Dallin, Will- 


iam O. Gantz, E. T. Rice, Jr., Newell 
Martin, Joseph H. Sutton, and Carl A. Han- 
emann. This committee will begin work at 
once. 

George M. Curtis has written a letter in 
reply to one from James C. Carter regarding 
the judiciary nominees. Mr. Curtis says 
that although he signed a petition recom- 
mending to the Democratic and Republican 
conventions that the Justices then on the 
bench be retained, his party had nominated 
a judicial ticket since then which he felt 
bound to support. He says he “ cannot [fail 
to see that by the interjection of a collat- 
eral issue, the attempt is being made to af- 
fect the result of the State contest.”’ 


CAPT. EVANS TALKS BATTLE. 


The Up-town Association had a patriotic 
evening at their rooms, 111 Fifth Avenue, 
last night, and heard some notable speak- 
ers, including Capt. Evans of the. lowa, and 
Lieut. Hobson. Charles E. Merrill and 
Messrs. Ellsworth and Dimmick had the 
programme in charge. 

After a series of interesting stereopticon 
views shown by Dwight L. Elmendorf, 


Capt. Robley D. Evans was introduced. He 
made a remarkably effective address, touch- 
ing first on the preparations for the war 
made in the American fleet. He spoke of 
the determination of the navy, while the 
vessels were lying off Key West, awaiting 
the word of war, to avenge the Maine, “in 
spite of hell.”” He added: ‘‘ Honestly, I don’t 
think we cared much about the Cubans.”’ 

Capt. Evans gave a most graphic account 
of the destruction of Cervera’s fleet off San- 
tiago. ‘‘ There were two most interesting 
moments in the battle,’’ said he. ‘ The first 
one was’ when the four Spanish cruisers, 
coming out of the harbor, got clear, and 
were in a position to ram any one of our 
battleships. We all had our torpedoes ready 
and were going to swap off with them if 
they should try to torpedo us, but the poor 
chaps, I believe, were so thoroughly rattled 
that they forgot all about trying to tor- 
pedo or ram us and just started to run out 
of the way as fast as they could. 

‘The other interesting moment was when 
Taylor of the Indiana, whose battleship 
was the closest in toward the Spaniards, 
caught sight of the Spanish torpedo boats 
on the way, and thought the rest of us 
couldn’t see them. Ht ran up the signal 
‘Enemy’s torpedo boats coming out.’ Dick 
Wainwright, in charge of the Gloucester, 
which lay in toward shore, misread the sig- 
nal. He took it to be, ‘Gunboats attack 
the enemy’s torpedo baqats,’ he said. He 
started right in after those torpedo boats, 
and we came near sinking the Gloucester. 
I said to myself: ‘ Well, here’s some devil- 
ish new torpedo boat come from some. 
where,’ and turned two eight-inch guns on 
her. One of my officers then said to me: 
‘Captain, if you don’t look out you'll sink 
the Gloucester.’ ‘ Why,’ said I, ‘ where the 
divil is the Gloucester?’ Sure enough, there 
she was in between spitting fire as hard as 
she could.”’ 

Capt. vans described the scene in which 
Capt. Eulate tendered him his sword, and 
he declined to take it. The audience ap- 
plauded to the echo. 

Lieut. Stanton of the navy then gave an 
interesting talk, and Judge Henry E. How- 
land also spoke. ‘* The American eagle,”’ 
said he, “is pretty apt to keep whatever 
he stretches his wings over.’’ 

Col. Downs described a portion of the 
Seventy-first Regiment’s campaign, and 
then Lieut. Hobson, who was heartily re- 
ceived, talked of what he had seen in Cuba 
while on an official visit.to the army. He 
Cescribed a dinner at which Gens. Miles, 
Wheeler, and Shafter sat down, and which 
consisted of one hardtack apiece, fried ba- 
con, and coffee. The commanding Generals, 
in his opinion, fared as voorly as the men. 








THE TAX ON CORPORATIONS. 


WASHINGTON, Oct. 31.—The United 
States Supreme Court to-day announced its 
decision sustaining the constitutionality of 
that feature of the tax laws of New York 
which lays a tax on foreign corporations 
doing business in the State, according to the 
capital employed. 

Judge Shiras, in announcing the court’s 


opinion, said the law was settled that a 
State might impose such conditions for per- 
mitting a foreign corporation to do busi- 
ness within its limits af it judged expedient 
and that it might make the grant dependent 
upon the payment of a specified license tax 
or a sum proportioned to the amount of 
capital used within the State. This was 
not, the court held, a discrimination against 
the products of outside States. 

Justice Harlan announced the dissent of 
himself and Justice Brown. He said the 
former decisions of the court had been uni- 
form against State laws which favored 
domestic firms, corporations or persons as 
against these from other States. If each 
State set up a system of special taxes on 
these outside bodies, these two Justices con- 
tinued, it would in the aggregate amount 
to a sort of protective tariff system, over- 
coming the freedom of trade between the 
States. 


—_— —_—- 


BOSTON, Oct. 31.—The stockholders of 
the Tremont National Bank were notified 
to-day that the affairs cf the bank would be 
at once wound up and the business and the 
good-will transferred td the Eliot National 
Rank. This action was decided on at a meet- 
ing of the Directors this afternoon, It is 
an entirely independent move, and bears no 
direct relation to the liquidation of the oth- 
er nine banks. 

The Tremont Bank was incorporated in 
1814, being the sixth oldest bank in the city. 
Its capitalization formerly was $2,000,000, 
but it was reduced to $1,000,000 a couple of 
seare ago. Its surplus fund is now about 
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[ROOSEVELT'S FLYING TOUR] — 


| The Republican Candidate’s Quick 
Trip Through Brooklyn 
in a Carriage. 


DEVIOUS WAYS TO PLATFORMS 


One Climb in Particular, the Colonel 
Remarked, Reminded Him of 
San Juan Hill—Sulzer’s 
Park Meeting. 


Col. Roosevelt set out to speak at six 
meetings in Brooklyn last night before 
winding up in Manhattan, and from exactly 
7:24 o’clock, when he addressed an open air 
meeting at the Invincible Club in Fulton 
Street, near Nostrand Avenue, until 9:19, 
when his party took a tug at South Fifth 
Street for Sulzer’s Park, in Harlem, he had 
accomplished the task on schedule time and 
with eleven m.nutes to spare. 

The trip was unique in more ways than 
one. Among other things it revealed to the 
man who is not up in the ways of private 
entrances to Brooklyn halls, more devious 
ways and labyrinthian passages to reach 
the various stages than he ever before 
dreamed of. In one hall the candidate and 
his party were conducted by guides through 
half a dozen rooms, through dark passages 
and up dark stairways, to burst in upon the 
stage before a crowd, howling like der- 
vishes. 

The climax was reached at Knickerbocker 
Hall, when the Roosevelt party, unable to 
get into the hall in the orthodox way, wag 
conducted by mysterious guides through a 
stable yard reached by a long lane, up a 
winding outside iron stairway leading to a 
fire-escape in the rear of the stage, finally 
to crawl through a window before it could 
reach its destination. And the way was 
lighted by enthusiastic Republicans armed 
with lanterns and guarded by Brooklyn po- 
licemen. Col. Roosevelt said this climb re- 


minded him of San Juan Hill. This remark 
fell upon willing ears, and there was much 
noise thereat. 

The most remarkable thing about the in- 
vasion of Brooklyn last night was the fu- 
rious ride of the Colonel's immediate party 
and the half dozen cabs of newspaper men 
which followed. The pace set by Col. 
Roosevelt's horses was much like a charge. 
The horses ran part of the way, and the 
long procession through the boulder-paved 
highways of Brooklyn was an object lesson, 
a startling innovation to the early retiring 
inhabitants of the upper part of the town 
and a nerve-racking experience from the 
bumping to every one except the candidate. 
He unblushingly said he liked it. 

Col. Roosevelt reached the Invincible Club 
in company with,Walter B. Atterbury five 
minutes ahead of time. They had come from 
the Fifth Avenue Hotel where they had had 
dinner. Here they were joined by Messrs. 
Woodruff and Dady and several others. The 
Invincible’s grounds were lighted up, and 
the inhabitants living on the next street 
had hung lanterns out of their rear win- 
dows. The crowd was large. 

The Chairman of the meeting, in intro- 
ducing Col. Roosevelt, said that he ap- 
peared against the advice of his physician, 
but when the candidate began to speak, his 
voice appeared to be as strong as ever. He 
made a talk lasting about three minutes. 
In one point of his speech, just after Col. 
Roosevelt had appealed for the votes of 
everybody in sight and had been confidently 
assured that he would get them, one man 
yelled out: “I am a Democrat, and you'll 
get mine.” ‘* Thank you, my,friend,” re- 
sponded the Colonel: ‘‘I want the votes of 
every honest Democrat and independent.” 
and then he went on to charge dishonesty 
on the part of Mr. Croker and the leaders 
of the Democratic Party. 

There was great cheering. in Turn Hail, in 
Sumpter Street, when the party came in. 
The hall was filled, and as the Colonel ap- 
peared the crowd rose to its feet and thou- 
sands of flags fluttered to the strains of 
a patriotic selection by the band. Just as 
Col. Roosevelt started to speak, a rather 
good looking young woman threw’ a “‘buneh 
of roses at his feet. He stooped) picked 
them up, and fastened one in his buttonhole 
to the great delight of the young woman, 
who blushed and looked pleased. 

At Schiellein’s Hall, in Atlantic Avenue, 
Col. Roosevelt devoted himself to talking 
about labor. He referred to Henry Weiss- 
man, a labor leader of the district, whom he 
said had aided him, and then said that al) 
the laboring men knew that he never went 
back on his word. ‘“‘I would go out of my 
way,” said he, ‘‘to see to the interests of 
the wage worker, because upon him rests 
the security and prosperity of the country. 
I wouldn’t have said this if Mr. Weissman 
were not here to tell you that my acts in 
the past bear cut what I say now.” 

The cheering at this was tremendous, and 
when the crowd had gotten through telling 
Col. Roosevelt that he was “all right” 
and the Colonel had assured them that he 
was, Col. Dady jubilantly remarked to Mr. 
Woodruff: ‘‘Say, Tim! That was a+ ten- 
strike! Say! we've gained a thousand votes 
right here.”’ 

The Palm Garden in Hamburg Avenue 
was reached at 8:43, amid a shower of red 
lights, fireworks in general and cheers. In- 
side the hall before Col. Roosevelt could be 
heard, he had to mount a table. 

As he came in a little girl in the front 
row got up in her chair and with wide-open 
eyes gazed wonderingly at the candidate. 
Presently she sat down looking disappoint- 
ed: 

‘*‘ What’s the matter?” asked her father. 

“Why, why, I thought he was a great 
big man,” she lisped, ‘‘ an’ had a sword and 
a pistol. He ain’t big a’-tall.’”’ 

At Knickerbocker Hall Mr. Woodruff, who 
had preceded, threatened to deprive the 
crowd of the pleasure of hearing Col. Roose- 
velt if the noise wasn’t stopped. It was 
here that the climb up the flire-escape lad- 
der was taken. Col. Roosevelt made a 
Speech a minute and a haif in length. The 
hall was crowded and Col. Dady’s estimate 
of the gain in votes went up in direct ratio 
to the géneral noise. ° 

The crush at Sulzer’s Park was tremen- 
dous. It was reached after the ride up the 
river, lasting about half an hour. Fully 
8,000 persons were in the hall. There had 
been many speakers, and part of the crowd 
was leaving when the Colonel’s party hove 
in sight. Then they surged back, and the 
ovation Mr. Roosevelt received was fully as 
enthusiastic as he had received in Brooklyn. 
At this meeting he devoted a part of his 
speech to Mr. Croker. 

“Croker has recently seen fit to attack 
me in regard to the Seeley dinner,’”’ Said the 
Colonel in sarcastic tons. The crowd 
laughed. ‘‘ He said I would not have tried 
them if I could have helped it. He judges 
others by himself. [Shouts of laughter.] 
I could have heitped it by raising my hand,” 
went on Col. Rooseyelt, ‘‘ by raising my 
hand. But I was bound that the law ap- 
plied to Avenue A should also apply to Fifth 
Averue. [Tremendous cheering.] I was de- 
termined that equal justice should be shown 
to every one. It was that fact that galled 
Mr. Croker.”’ 

The allusion to the Seeley dinner created 
something of a sensation in the hall, and 
for fully three minutes the applause was 
tremendous. 

In the rest of his speech Col. Roosevelt 
referrred frequently to Mr. Croker, at- 
tacking him on his opposition to Justice 
Daly. 

From Sulzer’s Park the party 
Lenox Lyceum. 

Before starting on, his speaking tour, Col. 
Roosevelt spent the greater portion of yes- 
terdav at Republican State headquarters, in 
the Fifth Avenue Hotel, where he received 
callers, dictated letters, and consulted with 
the party managers. ‘ 

Commander Brownson of the Yankee was 
one of his callers, and ex-Police Commis- 
sioner Avery D. Andrews was another. 
Major Andrews said it was enough to ex- 
plain his position, being a Democrat and 
intending to vote.for Col. Roosevelt, that 
Col. Roosevelt was an admirable man. 
‘““There are a great many Democrats who 
will vote as I do,” said he. ‘“‘I don’t mean 
independent Democrats, either. Many or- 
ganization Democrats and strong partisans 
will vote for Roosevelt because he is a man 
they admire. They aren’t saying much, nat- 
urally, just now.” 


went to 


Driver and Team Killed by a Train. 


MERRICK, L. IL. Oct. 31.—An east-bound 
train on the Long Island Railroad shortly 
after 8 o’clock this morning crashed into a 


truck loaded with cracked stone, and driven 
by Robert Fitzsimmons of Brooklyn. Fitz- 
simmons and his team of horses were killed 
and the wagon wrecked. The accident was 
due to Fitzsimmons being unable to see the 
track on account of a building. 


Shall We Keep the Philippines ? 
Public opinion is divided as to the wisdom of 


keeping the Philippines. Wise statesmen are 


found on both sides of the question. Public 
opinion, however, is all-one way in regard to 
the wisdom of everybody. keeping their health. 
For this purpose Hostetter’s Stomach Bitters is 
widely used. This medicine is both preventive 
and cure for malarial fevers, stomach disorders, 
torpid liver, and impure blocd. It is agreeable to 
weak stomachs and soothing to the nerves. 


Altman 4 €o, 


MODERN AND ANTIQUE ORIENTAL EMBROIDERIES. 


sot % 
Turkish, Indian and Japanese Embroideries and materials 
for general decoration, also for furnishing Smoking Rooms 


and Cozy Corners. 


WILL OFFER TO-DAY AND TO-MORROW 
100 Lounging Cushions, covered with Turkish Gold 


Embroidery on Satin, at 


* +» $3.90 Each. 


Embroidered ~Bragas for Cushions and various fancy 


work, at $ ‘i . 


Ceasarian Embroideries 


in soft color effects, at 


Farrackabad Prints, 2x4 yards, 


75™ $4.25 and *9.75 
3.00, 4.00 ans 6,00 


§3.50 Each. 


a a ae 


FOUR (4) 


PARLOR. 
Wide Wale Velour : Par- 
lor Suit, 5 pieces, 
Cherry Pier ‘Mirror, 
beveled glass. 
Cherry Parlor Table. 
Brass and Onyx Lamp, 
silk lamp. shade, 
Pair White and Gold 
Frame Pictures. 

1 Handsome Large Rug, 


7.6X10.6, 
a 


Frits) #1 
jG teas hia ae 


DINING ROOM. 


1 Oak Sideboard. 

6 Oak Chairs 

1 Oak Dining Table. 

1 Tea Set, 56 pieces. 

1 Handsome Table 
Cover. 


15 Yards Matting. 


POPS OF OOF 6FF 566560666666 6666666666666 POOH F 6666 6666666 SOPHO 6666466666 
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Open Saturdays Till 10 P. M. 


All the Comforts of Home. 


FOR A SMALL WEEKLY PAYMENT, 


The best recommendation is found in the fact 
that our competitors imitate us. 


OO OO OO OOOO, 
Although we have fra Bt price of our improved 
OOM FLAT, 
the goods we offer are Superior in style and quality. 


-Room 
FLAT, >, 


COMPLETELY 
FURNISHED, AT 


j D 5:00 


5-piece Ifilaid Marqueterie Parlor Suit, in silk damask and 
silk plush upholstery ; worth 28.00. 


LIBERAL 
CREDIT 
SYSTEM. 


Out-of-town customers will find 
us, aS we make such orders a speciality. 


J. BAUMANN & BRO., 


1479, 1481, (483 3d Ave., at 84th St. 


BEDROOM. 


Antique Chamber 
Set, 5 pieces. 

1 Bed Spring. 

1 Toilzt Set, 10 pieces. 

1 Mattress, 1 Comfort- 
able, 1 Oak Rocker. 


1 Oak Chair, 1 Pair 
Pillows, 10 yards 
Matting. 


17.50 


KITCHEN. 


1 Oak Kitchen Closet, 
1 Range, 

3 Kitchen Chairs, 

1 Set Tinware, 25 pieces: 
1 Kitchen Table, 

42 yards Oilcloth. 


it advantageous to deal with 


leet at te ate 


S4th St. Station “ 1.” 
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CHARGED WITH KIDNAPPING. 


Gerry Agent. Agnew Arrests Two 


Women, Who Are Locked Up. 


Gerry Agent Agnew last night arrested 
Rosina Staiver, fifty-two years old, of 92 
East Tenth Street, and Mary Landis, thir- 
ty-one years old, of 303 East Thirty-sixth 
Strect, on a warrant issued by Magistrate 
Meade in Yorkville Police Court, charging 
them with .kidnapping the five weeks’ old 
girl baby of Mrs. Ellen Kelly, address un- 
known. Agent Agnew and the police au- 


thorities refused to. give any information 
as to the arrest. 

The sixteen-year-old daughter of Mrs. 
Staiver went to the West Thirtieth Street 
Station, where her mother was locked up, 
later in the evening. She said her. mother 
and Mrs. Landis were midwives. Eight or 
ten days ago, she said, a woman from New- 
ark came to her: mother’s house and. said 
she wanted an irnfant.to adopt. Mrs. Staiver 
and Mrs. Landis procured the infant, which 
they are charged-with kidnapping from an- 
other midwife whose name the girl did not 
know, for a consideration of $10. The in- 
fant is now in Newark. 


MAGISTRATE CRANE GENEROUS. 


He Gives a Baby Carriage to a Com- 
plainant in Court. 


Magistrate Crane signalized his re-ap- 
pearance om,the bench in the Harlem Police 
Court several weeks ago by giving a five- 
dollar bill to a poor women who had been 
dispossessed. Since that time his -sympa- 
thies have been appealed to by all sorts and 
conditions of people. The janitor of the 
court house kept busy erasing cross 
marks on the steps of the building, which 
he says is the vagrant’s alphabet for a 
‘good thing’ inside. 

Yesterday Mrs. Laura Mosher of 57 

Bergen Street, Jersey City, caused Harry 
Sim, the janitor of 364 West One Hundred 
and Twenty-first Street, to be summoned 
into court. Mrs. Mosher quickly enlisted 
the Magistrate’s sympathies. She said that 
she used to live at 364 West One Hundred 
and Twenty-first Street. 
When she left the place she left a baby 
buggy and a doll carriage. She told Sim if 
he would take care of the carriage he could 
have the doll carriage, but when she called 
for the baby buggy Sim said he had given 
it awey, and all that was there was the 
doll’s carriage. Sim told the Magistrate 
that he thought Mrs. Mosher had given him 
the baby buggy and he had given it to a 
family who had moved out of the city. Mrs. 
Mosher demanded either her baby buggy or 
the money, and said: 

“Oh, that dear little sweet baby buggy! 
I shall never see it again. Why, oh why 
was it taken from me!’’ Then Mrs. Mosher 
wept copiously. 

‘*“How much did that buggy cost?”’ asked 
Magistrate Crane. : 

Mrs. Mosher stopped weeping and putting 
her forefinger to her forehead began to 
think. , 

‘Seven dollars, your Honor,” she replied. 

‘Will you be satisfied if you get another 
buggy that cost me $25?’’ asked the Magis- 
trate. 

Mrs. Mosher said she would try to be sat- 
isfied, though there was a look of disap- 
pointment as if the $7 would have been 
more acceptable. 

Magistrate Crane gave Mrs. Mosher an 
order for the baby buggy, which has car- 
ried about in it four of the Magistrate’s 
children. It is a handsome affair of wicker 
and metal and would delight even the most 
fastidious Brooklynite. 


1s 





New Sugar Refinery to Start. 


It was announced in Lower Wall Street 
yesterday that the rew refinery of the New 
York Sugar Refining Company, Carl Dosch- 
er’s, at Long Island City, would start on its 
full capacity of 4,000 barrels a day at 9 
o’clock this morning, and that its products 
would be on the market this week. 


Controller Dawes in the City. 


Controller of the Currency Charles D. 
Dawes was in the financial district yester- 
day and visited the Park and Chase Na- 
tional Banks and the North American 
Trust Company’s office. He took luncheon 


with Bank Examiner Kimball and discussed 
the affairs of the Tradesmen’s National 
Bank. Mr. Dawes is collecting data on the 
banking facilities to be extended to Puerto 
Rico and others of our new colonies, and 
learning the views of bankers on this sub- 
ject and on the legislation necessary to per- 
mit the establishing of branch banks fn 
conquered territory. ‘ 
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1.90 & 2.35 


for hats sold 
elsewhere at $3 
and $3.50. 


Smart Alpines © 
in pearl and brown. 


1.99 and 2.9), 


You may pay double our prices but you 
can’t get equal style. 
No Middleman’s Profit. 





The Favorite 


o For Club, 
Family and Home Use. 


Funts Fine Furniture 
PLANT STANDS 


Oak & Mahogany Finish.) 


90 cts. 
45 West 23rd Street. 
A DESK IS A DESK. 
But all desks are not 


meme =GLOBE DESKS. 
\DESKS/ Only the best ones are. 


THE GLOBE CO., Fulton and Pearl Sts 


(Antique 


HAY’S HAIR HEALTH 


WARRANTED TO RENEW YOUTHFUL COLOR and to 
GRAY Halk. Covers BALD spots Stops dandruff, hair 
falling. s ip diseases. Don't stain gin. Absolute} 
harm . Perfect satisfaction. Best HATR Gkow 
DRESSING. Be sure to use Ud. HAY’s Maik HEALTH, 
all substitutes. Large Lottice 0c. at drucgista. 


SOLDIER SHOOTS ANOTHER. 
ST. LOUIS, Oct. 31.—John F. Coyle, a 
member of the Nineteenth United States 
Infantry, stationed in Puerto Rico, here on 
a sick furlough, was last night shot and 
killed by John Derr, a member of Company 
A, Twenty-first United States Infantry, sta- 
tioned at Plattsburg, N. Y., also here on a 
sick furlough. The tragedy occurred in a 


saloon on Greer Avenue. Witnesses say 
that Coyle attempted to stab Derr with a 
knife and Derr shot in self-defense. Coyle 
was removed to the City Hospital alive, but 
died soon after. He refused to make an 
ante-mortem statement, except to call Derr 
a coward for shooting him. 
penitent ve henge He pat 

the t at n Juan, an 
brother Arthur was shot down at his 
by the Spaniards. 


HANNA ON THE OUTLOOK IN OHIO 


CLEVELAND, Oct. 31.—Senator Hanna, 
discussing the probable result of the com- 
ing State election, said to-day: 

“I am of opimion that the Republican 
majority in Okio will not be as large as in 


1 and I believe there will be a slight 
falling off from lasi year’s figures. The 
reports from the State committees are very 
favorable, however, ard I am sure thag 
the party will be victorious in this State,’ 
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| These are of fine silk velvet. 


“L- RAILROADS WANT -A POOL. .- 


e . . ee eee 
A Preview of the Holidays 
Art Products of Four Nations...» 
‘RANCE, Italy, Austria, Germany are Tépresente 
in the General Assembly of Holiday Goods 
that salute: you from our Bric-a-brac Art Room— 
basement—to-day. — | | 3 
The thought of Christmas is abroad, and Wana- 
maker’s is an oracle of the Holidays, whence ema- 
nates the festive spirit of the glad season. ic3, 
Just now we print nothing, about holiday 
business and the prices of holiday things. We 
simply proclaim the advent of Bronzes from France, 
Marbles from Italy, Pottery from France, Ger- 
many and Austria. Paris, Berlin, Dresden, Vienna, 
Teplitz, Carlsbad,—a veritable pan-municipal show 
of the latest art merchandise from the cities most | 
distinguished for co-operative products of the fine 
and mechanic arts. | | 
There are statuettes, busts, vases, plates, toilet 
things, table articles—all things produced in glass, 
china, marble and bronze. It is a duty owing to! 
yourself to see that roomful of bric-a=brac. 


Another Dress Goods Surprise 


This time, black dress goods;—black Mohair Crepons, in six patterns... 
Like the two previous offers, it will be a matter. told in the morning and 
ended by night. ' 

These are French-made. A regrettable part of the transaction that 
brings them here at this price is, that we have agreed not to mention the 
maker’s name. ° Perhaps, after all, it would not mean much to you, but it 
would surprise the trade somewhat, for it is a very famous name indeed, and 
seldom associated with a little price. 

The goods do not lend themselves well to verbal description,—few 
black goods do. Imagine the very highest grade mohairécrepons you have 
ever seen sold-at.a dollar and a half a yard, and you will get a* fair idea of 
them. They are heavy, rich, highly lustrous and new. 


—  85c. a Yard. 
That is a little more than half price. The goods were on the looms less than 
sixty days ago, and only came through the custom house last week. If you 
want black, you cannot do better than look at these quickly. 





Women’s | suits Here is 
A Made-to-Measure chat Apa 


of our own sort, 
Overcoat bid for 


Important these, from our 
Suit Items own matchless | popularity on the part of the Men’s 
collection at less than their fair prices. | Tailoring Store. It is a “companion 
Their former prices were low; | offer to that of a $35 sack suit made 
to your measure -for $25, which has 


their present prices are’ irresistible. 
The reduction is wholly in your in- | increased our acquaintance- by hun- 
dreds a day. 


terest,—there is nothing the matter " 
Now we offer to make you. an 


with the suits, as you will acknowl- 
edge with emphasis when you see | overcoat to your measure for the same 
price, 
$25. 


them. 

At $15—Of mixed coverts and camel’s- hair 
checks, fly-front and tight-ficting; waists; : , 
jackets silk-lined; correctly hanging skirts, It will be made of frieze,—which 
beautifully finished; values up to $25. . : 

At $22—In a variety of exquisite tailor mix- iS undoubtedly exactly the cloth you 
tures and serges; most all beautifully silk- | desire, it. being the favorite of the 
lined throughout; values up to $37. season,—in black or in an Oxford 

eergerk mixture. It will be lined throughout 
with a fine grade of satin. It will be 
cut and trimmed. and finished in the 
very highest style known to the sarto- 
rial art, and it will fit you as if it 
cost $50. 


Second floor, 


Two 


Second floor, 


About the One of our specialties, 
Lillian and one of the’ best. 
It is a corset, or, ‘rath- 

er, it is thirty-seven corsets. 

We. give you in the Lillian every- 
thing that you get in a made-to-order 
corset, except the bill. That is why 
we have so many «different styles. 
We can fit anybody, and in this con- 
nection the word ‘‘fit’’ is not a 
word to be used lightly. 

We know of no corset so good as 
the’ ‘‘ Lillian,’ and we spent years 
in hunting. It is-made by the best 
maker in Europe. It is fitted here 
by acknowledged experts. 

Prices vary between a dollar-and- 
a-half and twenty-one dollars. The 
higher priced ones are the finest cor- 
sets made in the world. The lower- 
priced ones are the finest made for 
the prices. 

These three are especially popular: 


An $1.50—Of white coutil; medium waist; 
well boned; two side steels. - At $2—Same 
with corded bust; lace trimmed; white and 
drab. 

At $3.75—The Lillian abdominal corset; low 
bust and long over hips; with webbing; 
white and drab. 

At $4—Of real whalebone; bias cut; long 
waist; medium bust, and gored hips and 
bust. 

Second floor, 


Fourth avenue. 


Arrivals of pretty 
new pieces in many 
styles almost daily 
at this season, To- 
| day, some new stock collars with bow 
| effects in lace and chiffon. Alsoa 
| lot of liberty silk neck ruffs with 
plaited ends. The latter are ‘the 
usual.$2 kinds, but here now at $1.45 


| each. 
Tenth 


Some New 
Neckwear 
For Women 


Street. 


Separate Fifty of them here at 

Skirts a low .-price, — Five 

Dollars each, One of 

the most interesting offers of its kind 

that we have been permitted to make 
in some time. 

You will recognize the value as 
soon as you see the skirts. They 
are made of serge,—good serge,— 
in black or blue, with a flounce and 
two rows of strapping. Lined with’ 
percaline and thoroughly tailored. 


Second floor, Broadway. 
Tenth street 


i \ 
Women’s We take three kinds 
out ofa great stock 


i h 
Fine Shoes of all-worthy shoes, 
because these seem to deserve par- 
ticular mention. At the prices 
quoted equal qualities are rare of- 
ferings: 

At $5— Of oxide kid; the soft, dull kind; 
thick soles, filled with cork; square heels; 
laced; a splendid walking shoe. 

At $5—-Of chrome kidskin; soft and fine; 
turned soles; neat tips of patent leather; 
laced; medium heels. 

At $2—Of good, firm kidskin; solid soles 
and medium heels; patent leather tips. 

Fourth avenue and Ninth street. 


: There’s a very full line 

A * wowed of the famous ‘*‘ Old 

Bleach ’’ towels in 

this stock. And here are others, 

the telling of which must be interest- 

ing, because they’re good, and. low- 
priced as well. 


Huck towels, fringed, at $1.20 a dozen. 

Bleached hemmed Huck towels, $1.50 doz. 

Heavy hemmed Huck towels, at 18c. each. 

Hemstitched Huck Towels, at 25c. each. 

Fringed Huck towels, damask border, at 
35c. each. 


. Very attractive new 
Taffeta Silk aates in this late 
Waists arrival of taffeta 

‘waists. More than that, however. 
These are of unusually excellent 

\ quality silk. Well made, too, and 

| priced to your liking. There’s a 

‘ handsome waist for. $5. It’s a 

) Roman striped. taffeta; full front and 

| pointed“ yéke.. and plaited “back; 

} straight cuffs and detachable plaited 
collar. Others of solid colors, stripes 
and plain blacks, all with pretty new 
effects, at $6 to $15: -Afine black 
waist of excellent black taffeta, at 
only $4.50. 


Second floor, Fourth avenue. 


The New _ Handsome___ hats in 
Silk Velvet the _latesti-eapspves 
H styles,-and. the” kind 
f- ats | that sell ‘regularly.at 
$1.75. This lot will go at $1.10. { 
You may get elsewhere a -cheap=} 
i velveteen hat»-for _ that. 


7m Fourth avenue. 


floor, Tenth street. 


a ae JOHN WANAMAKER | : 
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A.'T: Stewart & Co., * Broadway, 4th ave., 9th and 10th Sts., N. Y. 


"NEW. YORK - TIMES, 


/ Mr. Depew Says the Joint Traffic As- 
sociation Will Be Dissolved—No — 


_« Attempt *to.Evade Laws. ~""*: 

Ghauncey M. .Depew, President of thé 
Joint Traffic Association, whieh has~been 
“declared by the Uhited States Supreme 
-Court. to be an organization in«violation of 
“the anti-trust provisions of the Inter-State 
Conimerce law,’ was asked yesterday what 


course the railroad..managers propose. to” 


pursue,” He said: ‘‘ ‘The Association will be 
dissolved and g statement of the existing 
conditions governing the operation of rail- 


roads in this country will be submitted to. 


Congress and to the Inter-State Commerce 
Commission, and those bodies will be asked 
to assist in framing a law that will meet 
these conditions,. Although the, object of 
our Association was, primarily, to enforce 
the Inter-State Cotimerce Act, -it appears 
that we have. no. right to exist under the 
law. There certainly will be no attempt to 
defy or’ evade the law. 

.*Competition between railroads differs 
‘entirely from competition in trade. For il- 
‘lustration, there are eight lines of railroad 
between New York and Chicago, four or 
five lines between New York and St. Louis, 
several ‘lines between New York and Cin- 
cinnati, and lines between New York and 


Peoria. The Western places named are all 
reservoirs into which large territories pour 
their products and in which freight is gath- 
ered and sent out by the different lines, 
Now, the railroad rate to New York :-from 
either Chicago, St. Louis, Cincinnati, and 
Peoria, affects all the other rates. A bank- 
rupt railroad company, however, which has 
no obligations to meet to the investors who 
put their money into its securities, will ar- 
range with some big shipper to give him 
the whole of its transportation facilities at 
a ruinously low rate. The other railroads, 
obeying the law, simply let the bankrupt 
line take that business at its cut rate, while 
they endeavor to keep up a rate which is 
regarded as reasonable and remunerative. 

“fhe bankrupt line’ géts deeper end 
deeper in debt, but the big shipper, to 
whom it has given the low rate, if his priv- 
ilege is continued long enough, drives all 
of his competitors out of existence or ab- 
sorbs them: Thus a trade trust, or com- 
bination, is created through the operation 
of the very law which was enacted to pre- 
vent such combinations. A trade combina- 
tion formed in this way possesses powers 
almost unlimited; if dictates to the pro- 
ducer the price it shall pay him for his 
products; it dictates to the consumer the 
price that he shall pay, and it dictates to 
the railroads what the freight charges shall 
be. These large combinations, when thus 
formed, distribute their freight only among 
the railroad lines which agree toa protect 
them by not giving equally low rates to any 
competitors. Consequently there is, no 
chance for any competitors. The business 
of the large combinations becomes so vast 
that no railroad line, nor several lines, can 
afford to do without their traffic. If this 
condition keeps up for five years more the 
entire business. of the country will be in a 
very few hands. Even the great grain busi- 
ness will be controlled by a small number 
of firms. 

“The Joint Traffic Association has been 
weak because is could. not form a pool un- 
der existing laws. It has been unable to 
impose penalties for violations of its agree- 
ment, and it therefore could not offer its 
members the protection necessary to pre- 
vent rate-cutting to get business. All that 
the railroads ask is the right to contract 
among themselves, or, in other words, 
form a pool. There are three provisions 
which they are willing shall govern such a 
pool. The first is that no pool can be made 
unless it is approved by the Inter-State 
Commerce Commission; second, that the 
Inter-State Commerce Commission shall 
have supervision of the operations of the 
pool and,.third, that the Inter-State Com- 
merce Commission shall have power to ab- 
rogate any clause of a pooling agreement 
that it-may regard as unjust or unsatis- 
factory, and also to change the rates if 
they shall appear to be unreasonable. Thus 
the whole matter of a traffic pool would be 
under the immediate supervision of the 
Government. 

‘The railroad companies.do not care how 
much the powers of the Inter-State Com- 
merce Commission are ehlarged. All that 
they desire is that the laws shall be so ad- 
justed to present conditions as to enable 
the railroads to conduct their business on 
a stable basis and earn a reasonable re- 
turn on the capital invested. As matters 
now stand we cannot lawfully make any 
agreement, no “matter how beneficial its 
purpose may be. 

“A serious condition confronts the ‘rafl- 
roads of this country. If legislative relief 
fails, then it will be a case of the survival 
of the fittest. It will not mean the hank- 
ruptcy of all the railroads, but it will in- 
evitably result in the concentration of the 
railroad business of this country in the 
hands of a very few corporations,” 


AIR MOTORS ON THE CENTRAL. 


Experiments with electrfe motors and 
compressed air motors have been in progress 
on the New York Central Railroad for more 
than a year, with a view of finding some 
practicable method of hauling passenger 
trains through: the Fourth Avenue tunnel 
without the annoyance of smoke. President 
Callaway is so well pleased with the results 
produced by one of the air motors that he 


has authorized Superintendent Van Btten to 
put it into actual service on the Putnam di- 
vision of the New York Central. 

As soon as the necessary details can. be ar- 
ranged some of the trains leaving the One 
Hundred and Hifty-fifth Street 
the Putnam division will regularly have 
compressed air as a motive power instead of 
steam. If this: method of moving trains 
works successfully under all conditions it is 
proposed to utilize it in hauling the passen- 
ger trains through the long Fourth Avenue 
tunnel. Various electrical motors have been 
tried for this purpose but in no instance 
have entirely satisfactory results been 
reached. 

There are-some of the officers of the New 
York Central, however, who believe that 
eventually the motive power of the entire 
system will be changed from steam to elec- 
tricity or compressed air. The first step to 
be taken in ....s direction is the clearing of 
the Fourth, Avenue tunnel of the steam and 
smoke nuisance, and whether this is to be 
accomplished by the compressed air or by 
electricity depends largely on the practical 
working of the compressed air motor on the 
Putnam division. 


GEN. EARLE WINS HIS CASE. 


ALBANY, Oct. 31.—The Court of Appeals. 
has handed down a decision which saves 
for Gen, Ferdinand P. Earle the Hotel Nor- 
mandie, 

When the General leased the 
Netherland, in June, 1893, he purchased 
from W. & J. Sloane the carpets, hang- 
ings, draperies, and upholstery for $74,- 
000, and from the Phoenix Furniture 
Company the furniture for $180,000. 
To secure these companies Earle gave 
promissory notes and executed an agree- 
ment that he should acquire title only after 
all the notes were paid. He paid one or 
two of the notes as they matured, and in 
December, 1893, some of the notes being 
unpaid, an extension of time was granted 
him and a new set of notes executed, to 
secure which he executed to George H. 
Robinson, as trustee for these companies, 
a mortgage upon the Hotel Normandie and 
all its contents, at the same time making 
a payment an account of his, indebtedness. 

Earle was dispossessed -from | the. New 
Netherland, and W. & J. Sloane and the 
Phoenix Furniture Company took posses- 
sion of their property at the hotel and re- 
sold the property to Messrs. Stafford and 
Whittaker, the on tenants of the New 
Netherland, realizing $75,000 for the Phoe- 
nix Company and $38,000. for W. & J. 
Sloane. This resulted in_a deficit to these 
two companies, amounting, with interest, to 
about $150,000. Thereupon Robinson, as 
trustee for the companies, yndertook | to 
foreclose his mortgage on the Hotel Nor- 
mandie and its contents to pay this deficit. 

When this foreclosure was threatened an 
action was brought on behalf of Lillie J. 
Earle, as the owner of the Hotel Nor- 
mandie, .through ex-Judge A. J. Diiten- 
hoefer and -David Gerber, to enjoin the 
foreclosure of. the mortgage, her conten- 
tion being that, inasmuch as the companies 
had first taken possession of their property 
in the New Netherland and repossessed 
themseives of the goods sold to Gen, Earle, 
as the title to the property was not. to pass 
to Gen. Earle until the payment of the 
notes, and as the companies exercised their 
right to repossess themselves of their goods, 
they thereby. rescinded the contract of sale, 
and could not, by means of the foreclosure 
of the mortgage on the Normandie, recover 
the balance of. the purchase price or deficit, 

The case was tried.in the Supreme Court 
before Judge Ingraham, who decided in 
favor of Mrs. Earle. ‘The General Term af- 
firmed the judgment, and then-G. W. Pin- 
ney, Jr., representing. Robinson, - trustee for 
he companies, carried the case-to the Court 

f agecses: where the decision was af- 
firmed. , os -* 
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Velcrema 
Landborg’s— © 
quickly allays roughness 
. @ irritation, ifvaluable 
’ for chafped hands or lips. 


THE RAILWAY 


“MAIL SERVICE. 


The General Superintendent Makes His 
Annual Report—Postal Stations in 
Railroad Depots Proposed. 


WASHINGTON, Oct. 31.—The annual re- 
port of the General Superintendent of ‘the 
Railway Mail Service shows that. at the 
close of the year there, were 8,074 clerks 
employed and that with the closed pouch 
and: express pouch sérvice, ‘the grand total 
of miles traveled in the service was 285,- 
565,343. 

Matter so iHNegibly addressed as to réquire 
special attention before delivery could be 


effected or which could not be delivered at 
all, amounted to i3,5U3,486 pieces for the 
year, 7,655,585 pieces of which were re- 
turned to writers or corrected and forward- 
ed t6 destination, the rest being turned into 
the Dead Letter Office for disposition. 

The number of casualties last year exceed- 
ed the record of any previous year, though 
the number of fatalities was not so great. 
There were 527 casualties, in which 7 clerks 
were killed, 34 seriously injured, and 146 
slightly injured. It is urged that some pro- 
vision be made by Congress for the relief 
of the families of clerks killed while on 
duty, by the creation of a Railway. Mail 
Service relief fund for the benefit of clerks 
permanently disabled or killed’in the line 
of duty. i 

An innovation is proposed in the way of 
establishing postal stations in railroad sta- 
tions, and this and other recommendations 
have been approved by the Second. Assistant 
Postmaster General. 

It is estimated that $8,928,118 will be re- 
quired for salaries of railway pores clerks 
tor the year ending June 30, 1900, and 
$4,204,500 for railway. post office cars, ex- 
clusive of subsidized lines. 


IN MEMORY OF SURGEON GIBBS. 


WASHINGTON, Oct. 31.—By direction of 
the President, the general field hospital at 
Camp Hamilton, Lexington, Ky., has been 
designated as John Blair Gibbs United 


States Army General Hospital, in honor of 
Assistant Surgeon John Blair Gibbs United 
States Navy, who died June 12,-1898, from 
wounds received in an engagement with 
Spanish infantry at Guantanamo. 


THE OREGON AND IOWA. 





WASHINGTON, Oct. 31.—A cablegram re- 
ceived at the Navy Department this after- 
noon announced the arrival at Bahia, Bra- 
zil, of the battleships Oregon and Iowa. 
They are nineteen days from Tompkinsville, 
making an exceptionally smooth and rapid 
run Gown the coast. The collier Abarenda, 
lying at Bahia, consumed thirty-one 
days in making the same trip. Because of 
her lack of speed she probably will be al- 
lowed to return to the United States in- 
stead of going along to Honolulu, as was 
intended. 

The battleships will stop at Bahia for a 
few days, replenishing their coal bunkers 
from the Abarenda and the Celtic, and 
then will proceed to Rio, where they are to 
take part in the great demonstration there 
on Noy, 15 to commemorate the anniversary 
of the birth of the Republic of Brazil. 


STEAMSHIP LINE TO RUSSIA. 

WASHINGTON, Oct. 31.—Ambassador 
Hitchcock, at St. Petersburg, has been in 
communication with the State Department 
regarding the establishment of steamship 
communication between the United States 
and Russia, with a view to an increase of 
trade between the two countries. 

Through United States Consul Bornholdt, 
at Riga, arrangements have been made 
with the United Steamship Company of 
Copenhagen, which possesses a large fleet 
of steamships, to establish’a line direct be- 


tween Russia and the United States. The 
vessels will make experimental runs be- 


| tween St. Petersburg, Riga, and New York. 


| 


| 


The advantage to the importers in the 
United States of this line, Consul Bornholdt 
says, will be in cheaper freights and avoid- 
ance of trans-shipments. He ts confident it 
will increase the trade between the two 
countries, and bespeaks patronage for it as 
essential to its continuance. 


SHIPPING AND FOREIGN MAILS. 





Miniature Almanac—This Day. 
. A. M. P. M. P. M. 
Sun rises...6:30|/Sun sets...4:57/Moon rises. .6:58 
High Water This Day. 
A. M. A. M. 
5S. Hook....9:04!Gov. Isl’d...9:29!H. Gate.. 


P.M. P. M. ry 
..-9:35/Gov. Isl’d...9:54/H. Gate...11:43 


M 


. M. 
1:18 
.M 


A 
el 


S. Hook 
Outgoing Steamships. 

TO-DAY, (TUESDAY,) NOV. 1. 

Mails Close. Vessels Sail 


Ja- 
1:00 P. M.- 3:00 P.M 
1:00 P.M. 38;00 P. M 


M 


Cyprian Ptince, Rio 
neiro, &c, 

Ithaka, Progreso, &c 

Kaiser Friedrich, South- 
ampton and Bremen .? 7:00 A. M. 

Navahoe, Inagua, &c.... 1:00 P. M. 


WEDNESDAY, NOV. 2. 


Charleston, .. 
Nassau 


Algonquin, 
Antilia, 


Britannic, Liverpool ..... 4 
*10:30 A. M. 
Grenada, &c.12:00 M. 
Galveston.... 


Irrawaddy, 
Lampasas, 
Noordland, Antwerp 
Pretoria, St. Kitts, 
U. S. transport —, 
tiago 

Yucatan, 


10:30 A. M. 
&c.. 1:00 P. M. 
. M. 

. M. 


NOV. 3. 


. M. 
. M. 
Jamaica 4 M. 
Santo Domin- 1:00 P, M. 
kbbep eR ahe vekmes *1:30 P. M. 


FRIDAY, NOV. 4. 


El Mar, New Orleans 
Holstein, Aux Cayes, &c. 


Havana 
THURSDAY, 


Trinidad, Bermuda 
Ardanrose, 
New York, 

go, &c. 


10:00 A, M. 
*10:30 A. M. 
SATURDAY, NOV. £ 
&c.10:00 A. M. 

*10:30 A. M. 
au Prince, &c.10:00 A. M. 

*10:30 A. M. 
Auguste Victoria, Naples, 

Ps.’ cats emns ahs eye 9:00 A. M. 
Capri, Rio Janeiro, &¢..11:00 A. } 
City of Washington, Mex- 

ican ports...... eeastes 10:30 A. M. 
Ethiopia, Glasgow 10:00 A. M 
Etruria, Queenstown and 

Liverpool . M. 
Galileo, Pernarnbuco, &c.10:30 A. M. 
La Touraine, Havre..... 6:30 A. M. 
Lisbonense, Para, &¢....12:00 M. 
Prins Willem Pe for 

Haiti, 10:30 A. 
Philadelphia, 

Guayra, 


Adirondack, Jamaica, 2:00 M. 


Alps, Port 2:00 M. 


700 A. 
700 P. 


700 P. 
2:00 M. 


OO A. 
:00 P, 
00 A, } 
700 P, } 
M. 700 P. M. 
Ponce, 
1:00 P, 

*1 ‘30 P. 
Prince, Rio Ja- 

ROMO, GCs in owcccsvsal ve 12:00 M. 
Rotterdam, Rotterdam,.. 8:00 A. M. 
Saale, Bremen 6:30 A. M. 10:00 A, M. 
Silvia, Newfoundland....12:00 M. 2:00 P. M. 

*SUPPLEMENTARY MAILS.—Additional sup- 
plementary mails are dpened on the piers of the 
American, English, French, and 
érs and remair open until within ten minutes of 
the hour of sailing. 

TRANSPACIFIC MAILS. 

Mails for China, Japan, and Hawaii, per steam- 
ship City of Rio Janeiro, (from San Francisco,) 
close here daily up to Nov. 4 at 6:30 P. M. Malis 
for Hawaii, per steamship Australia, (from San 
Francisco,) close here daily up to Nov. 10 at 6:30 
P. M. Mails for Australia, (except West Aus- 
tralia,) New Zealand, Hawaii and Fiji Islands, 
per steamship Aorangi, (from Vancouver,) close 
here daily after Oct. §28 and up to Nov. 10 at 
6:30 P. M. 

§Registered mail closes at 6 P. M. previous day. 


M. 
M. 


3:00 P. M. 


Roman 
2:00 P. 
10:00 A. 


M. 
M. 


German steam- 


Incoming Steamships. 


TO-DAY, (TUBSDAY,) NOV. 1. 
Brooklyn City. Swangea, Oct. 15. 
Craigearn, Gibraltar, Oct. 13. 
Edam, Amsterdam, Oct. 22, 
Friesland, Antwerp, Qct. 22 
Hispania, Hamburg, Oct. 16. 
Nomadic, Liverpool, Oct. 21. 
State of Texas, Bruatswick, Oct. 
St. Leonards, Antwerp, Oct. 14. 
Tallahassee. 

WEDNESDAY, 


Albamo, Havre, Oct. 19. 
Astrakan, Shields, Oct. 19. 
Ethiopia, Glasgow, Oct. 22. 
Johannesburger, Shields, Oct. 19. 
Kaiser Wilhelm F¥I., Gibraltar, Oct. 24. 
Knickerbocker, New Orleans, Oct. 25. 
Lahn, Bremen, Oct. 25. 
Seminole, Jacksonville, Oct. 30. 
THURSDAY, NOV. 3. 


City of Augusta, Savannah, Oct. 31. 
Georgian Prince, Manchester, Oct. 20. 
Nueces, Galveston (ct. 27. 

Oldenburg, Bremen, Oct. 22. 

Olbers, St. Lucia, Oct. 27. 

Orinoco. Bermuda, Qct. 27. 


29. 


NOV. 2 


TUESDAY: ‘NOVEMBER: 1. 1898. 


Philadelphia,’ Ponce, Oct. 30. 
FRIDAY, NOV. 4. 
Algiers, New Orleans, Oct. 29. 
Campania, Liverpool, Oct, 29: » 
Kansas City, Swansea, Oct. 21. 
Maori, St. Lucia, Oct. 27. 
'. SA*PURDAY, NOV. 5. 
Croma, Shields, Oct. 22. 
Cymric, Liverpool, Oct.) 26. 
Hekla, Christiansand, Oct. 22. 
Indrapura, Gibraltar, Oct. 22. 
New Orleans, New Orleans, Ott. 31. 
: SUNDAY, NOV.’ 6. 
Buffalo, Hull, Oct. 23. 
Colorado, Galveston, Oct. 30. 
Knight Bachelor, London, Oct. 23. 
La Gascogne, Havre, Oct. 29. 
Naranja, Gibraltar, Oct. 23. 
Nordaavet, Antwerp, Oct. 23. 
Palatia, Hamburg, Oct. 25. 
Pisa, Hamburg, Oct. 24. 
Arrived—Monday, Oct. 31. 


SS Polaria, (Ger.,) Schaarsmidt, Hamburg Oct. 
12 and Havre 15th, with mdse. and passengers 
to Hamburg-American Line. Arrived at the Bar 
at ll P. M. 

SS Marquette, (Br.,) Jacobsen, London Oct. 20, 
to the New York Shipping Co. Passed in Sandy 
Hook at 12:15 A. M. Nov. 1. 

SS Pawnee, Ingram, Jacksonville Oct. 25 and 
Wilmington, N. C., 28th, with mdse. to W. P. 
Clyde &-Co. , 

SS. Rotterdam, (Dutch,) Van Der Zee, Rotter- 
dam, &c., Oct. 20, with mdse, and passengers to 
Holiand-America Line. Arrived at the Bar at 
3:55 A. M. ‘ 

SS Meridian, (Br.,) Wilson, Sourabaya, &c., 
Aug. 18, with sugar to Simpson, Spence & Young. 
Arrived at the Bar at 6 A. M. 

SS Advance, Phillips, Colon Oct, 24, with mdse. 
and passengers to Panama Railroad Steamship 
Line. Arrived at the Bar at 4:26 A. M. 

SS City of Washington, Stevens, Havana Oct. 
27, with mdse. and passengers to James E. Ward 
& Co. Arrived at the Bar at 7 A. M. 

SS Algonquin, Platt, Jacksonville Oct. 27 and 
Charleston, with mdse. and passengers to W. P. 
Clyée & Co, ’ 

SS City of Antonio, Young, Matanzas, &c., 
Oct: 20, in ballast to Central Cuban Relief Co. 

SS Piequa, (Br.,) Brown, Syracuse Ott. 2 and 
Gibraltar 13th, with mdse. to Phelp Bros. & Co, 
Arrived at the Bar at 7 A. M 

SS Carlisle, (Br.,) Simpson, 
ballast to Peter Wright & Sons. 
Bar at 5:30 A. M. 

SS Casos, (Br.,) Dean, Patras, &c., 
with mdse. to Simpson, Spence & Young. 
at the Bar at 1 P. M. 

SS Alene, .(Br.,) Seiders, Savanilla, &c., Oct. 
18, with mdse. and passengers to Pim, Forwood 
& Kellock: Arrived at the Bar at 3:30 P.M. 

SS Guyandotte, Davis, Norfolk, with mdse. 
and passengers to Old Dominion Steamship Co. 

SS City of Philadelphia, Delano, Baltimore, 
with mdse. to H. C. Foster. 

SS Braztlia; (Ger.,) Deesing, Hamburg Oct. .18, 
with mdse. and passengers to Hamburg-American 
Line. Arrived at the Bar at 9 P. M. 

SS Strathavon. (Br.,) Sim, Rotterdam Oct. 12, 
in ballast to Barber & Co. Arréved at the Bar at 
8:30 P. M. 

WIND—Sandy Hook, N. J., Oct. 31, 9:30 P. M., 
W.-N. W., gentle breeze, clearing. 


Sailed. 

SS State of Nebraska, (Br.,) for Glasgow. 
SS Old Dominion, for Norfolk, &c. 
SS, Comanche, .for Charleston, &c. 
SS Port.Melbourne, (Br.,) for. London, 
: : Spoken, 

Bark Drumeltan, (Br.,) Smith, 
for Shanghai, was spoken Sept. 
south, lon. 117 east. 

Bark Lindley, (Br.,) Isbister, from New York 
for Anjer, was spoken Oct. 15. Position not given. 


‘Genoa Oct. 9, in 
Arrived at the 


Sept. 24, 
Arrived 


from New York 
24 in lat. 2 


Ship Hermann, (Ger.,) Gerdes, from Dublin for 


New York, was spoken Oct. 18 in lat. 44, lon. 17. 
‘ 


Miscellaneous, 

FALMOUTH, Oct. 31.—SS Anglian, (Br.,) Capt. 
Toozes, from London Oct. 23 for Boston, report- 
ed disabled by SS Strathairly, (Br.,) yesterday, 
reached this port to-day unassisted with three 
blades of her propeller gone, which she reported 
were broken off on Oct. 26 in lat. 50 degrees 
north, Jon. 21 degress west. 

SS Anglian, (Br.,) which arr. here to-day, re- 
ports she passed the new 7,800 ton SS Chicago, 
(Br.,;).Capt. MarshaH, from Newcastle, Oct. 23 
for New York, before reported with machinery 
disabled, but declining assistance, by the North 
German Lloyd SS Karlsruhe on Oct. 29, in lat. 
50 degrees north, lon. 13 degrees west, and that 
the Chicago was heading for Queenstown. 

HAVRE, Oct. ‘31.—SS Beechley, (Br.,) Capt. 
Hall, from New York Oct... 15.for this port, on 
entering the harbor to-day collided with the 
local SS Rapide, (Fr.,) damaging her. Damage 
to the Beechley, if any, was not reported. 


By Cable. 

LONDON, Oct. 31.—SS Kaiser Wilhelm If., 
(Ger.,) Capt. Hogemann, from Genoa and Naples 
for New ‘York, passed ‘St. Michael’s Oct. 27. 

SS Ocean, (Dutch,) Capt. Cassens, from Rot- 
terdam for New York, passed Beachy Head yes- 
terday. 

SS Peconic, (Br.,). Capt. Mills, from Trieste, 
&c., for New Yark, passed Gibraltar yesterday. 
-SS Bellarden, (Br.,) Capt. Davidson, from New 
York via Montevideo, arr. at Buenos Ayres Oct. 2. 

SS Acanthus, (Br.,) Capt. Worrall, from New 
York via Montevideo, arr. at Buenos Ayres Oct. 4. 

SS Caspian, (Br.,) Capt.. Beard, from New 
norm via St. Vincent, C. V., arr. at Table Bay 
wt 

SS Borderer, (Br.,) Capt. Hay, from New York 
for East London, &c., arr. at St. Vincent, C. 
V., Oct.: 22; 

SS Mongolian, (Br...) Capt. Braes, 
Glasgow for New York yesterday. 

SS Henriette, :(Bri,) Capt. Berg, sld. from New- 
castle, Eng., for Sandy Hook yesterday. 

SS Stalheim, (Nor.,) Capt. Hilt, from New 
York for Stockholm, am. at Dartmouth yester- 
day. 

SS Tantalus; (Br./) Capt. Hannah, 
York, arr. at Manchester ‘yesterday. 

SS Werra, (Ger.,) Capt. Mirow, from New 
York for Naples and Genoa, arr. at Gibraltar at 
9 A. M. to-day and «proceeded. 

SS Ivydene, (Br.,) Capt. Milburn, 
Shields for Sandy Hook Oct. 20. 

SS Elton, (Br.,) Capt. Ramsey, from New York 
for. Hull, passed [Isle of Wight to-day. 

SS«Croft, (Br.,) Capt. Land, from New York 
for Leith and Dundee; passed Dunnet Head yes- 
terday. : 34 

SS Powhatan, /fBr.,) 
Trieste, &c., for New 
yesterday. 

SS Alsatia, 


sid. from 


from New 


sld. from 


Harnden, from 
passed Gibraltar 


Capt. 
York, 


(Br.,) Ca>+ Ward, from Naples, 

&c., for New York, passed Gibraltar to-day. 

SS° Karamania, (Br.,) Capt. Johnston, from 
New for Marseilles, &c., passed Gibraltar to-day. 

SS Deike Rickmers. (Ger.,) Capt. Buhle, from 
New York, arr. at Swinemunde Oct. 28. 

SS Benedict, (Br.,) Capt. Beyer, from 
York, arr. at Para Oct. 29. 

SS British King, (Br.,) Capt. 
York, arr. at Antwerp: Oct. 20. 

SS Fort Salisbury, (Br.,) Capt. 
New York via Adelaide, &c., arr. 
yesterday. 

SS Arch, (Br.,) Capt. Holman, from New York, 
arr. at Australian Port previously. 

SS Energia, (Br.;) Capt. Chaplin, 
York via: Aden for Singapore, &c., 
dian Port previously. 

SS Beechley, (Br.,) Capt. Hall, from New York, 
arr. at Havre to-day. 

SS Cluden, (Br.,) Capt. Sanderson, 
Amsterdam for New York Oct. 29. 

SS Alesia, (Fr.,) Capt. Coste, from New York 
via Fayal, arr. at Marseilles to-day. 

SS Susquehanna, (Br.,) Capt. Hendry, 
New’ York for Port Natal, &c., arr. at 
Town Oct. 29. 

SS Tartar Prince, 
New ‘York for Naples, 
to-day. . 

SS Fulda, (Ger.,) Capt. Petermann, (from Genoa 
and Naples,) sid. from Gibraltar for New York 
at 5 P. M. to-day. 

SS Europe, (Br.,) Capt. Robinson, 
London for New York to-day. 


New 
Freeth, from New 


Salmon, from 
at Brisbane 


from New 
arr. at In- 


slid. from 


from 
Cape 


Anderson, from 
at St. Michael's 


(Br.,) Capt. 
&c., arr. 


sld. from 


DR. R. V. PIERCE’S MEDICINES, 


———eeeeee —— —— — eee 


Strike Quickiy. 


**On the iristant when 
a lion shows his tem- 
per.”’ said a famous lion 
tamer ‘‘cut him quickly 
over the face. Don’t 
wait until he springs at 
you.’’ This is equally 
good advice for treat- 


ing the lion of disease. Many an attack of 
dangerous illness would be headed off if at 
the first premonitory symptoms the victim 
would strike quickly. 

Those severe coughs, bronchial affections 
and wasting diseases which merge into 
consumption would neyer get their savage 
teeth into the constitution if their early 
signs were headed off by Dr. Pierce’s Gold- 
en Medical Discovery. It provides such an 
abundance of rich nourishing blood that 
tuberculosis germs have no chance to get 
any lodgment in.the lungs. It clears the 
skin and purges all the impurities from 
every organ. It invigorates the liver to 
expel all bilious poisons from the circula- - 
tion. It creates healthy tissue, vitalized 
nerve fiber and gives solid strength. 

‘“T have thought for a long tiine,’’ writes Mrs. 
Rose Petty, of Lockville, Chatham Co., N. C., 
“that I would not do you justice if I did not 
write and ¢ell you how I was cured of that dread- 
ful disease called consumption, by using Dr. 
Pierce’s Golden Medical Discovery. I had meas- 
les and pneumonia both at the same time, and 
came near dying, and as soon as I was able to go 
out I was taken with grip, and then followed 
consumption. My physician did all he could for 
my relief but I received none. I tried every- 
thing that I could hear of that was good for a 
pone. § but grew worse, and would have died soon 
had I not commenced using the ‘Golden Medi- 
cal Discovery.’ I felt improved before the first 
bottle was finished. _ I took six bottles, and after 
that I felt better and stronger than in tén years 
before. That was six years ago, and to-day do 
not feel any symptoms ofa return of the disease. 
Iremain cured, and I think I am the cause of a 
friend being cured by using the same medicine. 
He was afflicted as I was, and after every thing 
failed to cure him he took Dr. Pierce’s Goldea 
Medical Discovery and was cured.’ 
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THE NOVEMBER 


CENTURY 


Beginning the New Volume and Opening 


THE SPANISH WAR SERIES — 


“ The latest enterprise of The Century throws ihto the 
shade nearly everything that has been done in the past. . . . 
Sampson, Schley, Evans, Taylor, Wainwright, Sigsbee, and Hobson 
are the principal contributors to the series. As an histor\:al eol- 
lection these papers ought to be invaluable. . . . Add to all 

w York 


these the immense resources of modern illustration.” — 
The November CENTURY contains the first part of 


CAPT. SIGSBEE’S 


Personal Narrative of ) 


THE DESTRUCTION OF 
THE “ MAINE” 


_Here for the first time the Captain of the Maine 

gives, in full and authoritative manner, his per- 

= sonal story of the memorable events connected with 

= the catastrophe’ which precipitated the Spanish 

EXIIIRS war,—the arrival of his ship in Havana harhor, her 

recepion, and her destruction. New facts will be told in Captain Sigs. 

bee’s articles. There will be three in all,—fully and accurately illustrated 
with photographs and drawings. 


CAPTAIN SIGSBEE WILL WRITE FOR NO OTHER MAGAZINE. 
IN THIS NUMBER BEGINS: | 


(1) A New Life of Alexander the Great. 


By BENJAMIN IDE WHEELER, Professor of Greek at Cornel Uni- 
versity, superbly illustrated with reconstructions of the life of 
Alexander’s day by Castaigne, Louis Loeb, and other artists/ 


At this time, when empire-making projects are engaging the attention of thé nation$ 
the story of the heroic acts and large purposes of the Macedonian conqueror vill be of 
great interest. It is the intention of the writer of this history to present a renote his- 
torical character in the guise of a man who would be recognized as human 2pd modern » 
if alive to-day. 


(2) A Novel by Marion Crawford. | 


‘* Via Crucis: A Romance of the Second Crusade.’’ 
pictures by Louis Loeb. 


_ This is the story of a young English knight who becomes a Crusader. The chief 
object of the book is to bring a character which approaches as nearly as possivle to that 
of.a primitive Christian into sudden contact with the enormous contrasts of jhe Middle 
Ages, with the splendor of the great French and German barons and the abjct misery 
of the poor. | 


(3) The Many=-Sided Franklin. | 


By Pau LEICESTER Forp, author of ‘‘The True George Washing- 
ton,’’ ete. 


Mr. Ford here begins a series of papers dealing in an entertaining way wih separate 
characteristigs of Franklin and various phases of his extraordinary career,—“Franklin’s 
Family Relations,’ “Franklin the Scientist,’ “The Writer,’ “The Humorist’’? “The 
Politicisn,” etc. They are the result of original research both as to literary contents . 
and illustrations. 


(4) A Story by Frank R. Stockton. 
‘*The Vizier of the Two-Horned Alexander.” Illustrated by Regi- 
nald Birch. 


One of the funniest conceits of the author of “The Lady, or the Tiger? ’’—th® 
Story of a man who has lived so long that “The Wandering Jew is but a poor modern 
creature’’ in comparison. 


Complete in this Number 


A STORY BY [MARK TWAIN 


‘* From The London ‘ Times’ of 1904.” 


Based upon a recent invention and incidentally touching upon the Dreyfus casa. 


WHY WE WON AT MANILA. 


By LIEUTENANT FISKE, U.S. N., inventor of the Fiske range-finder, who was on the 
Petre/ in the battle of Manila Bay. . Treating especially of the gunnery in the battle, and 
why our guns were better served than:those of the Spaniards. 


LOWELL’S IMPRESSIONS OF SPAIN. 
MARK TWAIN IN CALIFORNIA, By Noah Brooks, 
A PORTRAIT OF DR. S. WEIR MITCHELL. 


COLORED COVER BY GRASSET. 

The famous poster-maker of Paris furnishes the cover of the November CENTURY,—& 
design emblematic of the life of Alexander the Great. The cover of the December CENTURY 
will be a water-color by the great French artist. Tissot, whose illustrations of “The Life of « 
Christ” have given him world-wide fame. 
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LIEUT. HOBSON — 


The hero of the ‘*‘ Merrimac’”’ will con- 
tribute to The Century Magazine the 
only account that he will write of 


THE SINKING OF 
THE “TIERRITMAC,” 


the most dramatic incident of the war. 


This striking narrative will be published in three 
parts, beginning in the December number : first, the 
origin of the plan and the preparations for its execu- 
tion, down to the recall from the first attempt ; second, a thrilling ac- 
count of the mancetuvre, the explosion of the collier, and the capture of 
the party by Admiral Cervera ; third, the interesting story of the cap- 
tivity of the Merrimac survivors. 


LIEUT. HOBSON WILL WRITE FOR NO OTHER MAGAZINE. 


Following Captain Sigsbee’s and Lieutenant Hobson’s contributions, three will be articles op 


THE DESTRUCTION 
' OF CERVERA’S FLEET. 


The men in command tell the facts. 
Written by 


REAR ADMIRAL SAMPSON, 
REAR ADMIRAL SCHLEY, 
COMMODORE PHILIP, 
CAPTAIN EVANS, 
CAPTAIN TAYLOR, 
LIEUT. COM. WAINWRIGHT. 
val Operations Described by 
CAPTAIN A. T. MAHAN, 
CAPTAIN CROWNINSHIELD, 
CAPTAIN JOHN B. BARTLETT, 
LIEUTENANT BERNADOU, 
LIEUTENANT. WINSLOW, 
and others. 


“The Work of the Army,” 


By GENERAL JOSEPH WHEELER and others, will 
\ be announced later. 


Everybody will read “ The Century” this year. 

Send in your subscription av oncE if you wish to recetve a copy of the 
November number with the colored cover by Grasset. As the covers were 
printed in Paris, no more can be had in season and future editions will bear 
a plain cover. Price $4.00 a.year.- All dealers take subscriptions, or reé- 
mittance may be made directly to the publishers, 


THE CENTURY CO., 


UNION SQUARE, ~NEW YORK, 
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RACES AT AQUEDUCT 


Knight of the Garter Shows a 
Strange Reversal of Form. 


NOSEY WON THE FIFTH EVENT 


Clawson, However, Did Not Hustle 
His Mount Along Until Bona Dea 
Had Ruby Lips Beaten: 


Knight of the Garter was deservingly the 
favorite in the second race- at Aqueduct 
yesterday, for in a mile-and-an-eighth race 
a few days ago he vanquished Banquo II. 
with ease, and in yesterday’s race the dif- 
ference in weight was only two pounds. 
Yet in yesterday’s race Banquo II. won 
with ease, while Knight of the Garter, 

‘poorly ridden by Clawson, was a poor 
fourth. 

Village Pride won the opening race, and 
Swiftmas easily won the third. Rare Per- 
fume won the fourth race after a hard 
drive with Greatland, and Nosey’s victory 
in the fifth race was not at all due to 
Clawson’s clever handling, for the jockey 
took Nosey very wide on the turn into the 
stretch, and only the fact that Bonk Dea 
seemed to have the ‘good thing,”” Ruby 
Lips, beaten seemed to spur Clawsofi into 
activity in the stretch. When Ruby Lips 
was beaten, Nosey came on like a race- 
horse and won easily by two lengths, 

Details of the racing, with the order in 
which the horses finished and the betting 
against each of the starters, are as follows: 


ST RACE.—For maiden fillies two years old; 
fF allowances. By subscription of $5 each, 
with $400 added, of which $70 to ‘second and $30 
to third. Five furlongs. Time—1:03. 
i—Village Pride, R. W. Walden & Sen's b. co. a 
Galore—Pride of the Village, 107 pounds, 9 
to 5 and 4 to5 
2—Miss Order, J. McLaugh 
1 and 7 to 5... (Clawson) 
B—Lady Dora, C. Ganz’s br. f., 107, 20 to 1. 
(Cunningham) 
Crown, 98, 6 to 1, (O’Connor;) Lady Exile, 10 ¢ 
4 to 1, (James;) Exit, 101, 12 to 1, (Turner;) St. 
Sophia, 104, 30 to 1, (McCue;) Amorita, 110, 60 to 
1, (Enton;) Fallela, 93, 30 to 1, (J. Daly;) Diva, 
110, 15 to 1, (Spencer,) and Coquina, 98, 40 to 1, 
in the order 


, + to 


(Weber,) also ran and finished 


named. 

Won easily by three lengths; a head between 
second and third. 

SECOND RACE.—For three-year-olds and up- 
ward: selling allowances. By subscription of 
$5 each, with $400 added, of which $70 to sec- 
ond and $30 to third. One mile and an eighth. 
Time—1:56. 

31—Banquo II., P. J. Miles’s ch. c., 4 years, by 

Pirate of Penzance-Thrifty, 102 pounds, 5 
to 1 and 2 to 1 (Maher) 


®—Estaca, J. C. Quinn’s b. c., 4 7 to 2 
Se. 0, poe ge v.ceve> 


(H. Martin) 
8—Free Lance, J. W. Roche’s , & ie i 
1 (Doggett) 

(Clawson ;) 

Charagrace, 88, 7 to 1, 103, 30 

to 1, (Weber;) Contirental, 104, 4 to 1, (James;) 

Tanis, 103, 40 to 1, (Garrigan,) and Talismsn, 

. 103, 60 to 1, (Cowman,) also ran and finished in 
the order named. 

Won in a drive by a length; a neck between 
second and third. 

THIRD RACE.—Handicap for all ages. By sub- 
scription of $5 each, with $500 added, of which 
70 to second and $30 to third. About seven 
furlongs. Time—1:26 1-5. 

i1—Swiftmas, Deimel & Farrell's b. c., 3 years, 

by Candlemas-Nell Swift, 122 pounds, 5 to 
SEED Bs wve ses ce snes cscvesceshs (Turner) 

2—Diminutive, J. 2, 105, 10 

to 1 and 4 to 1 (Clawson) 

8—Bardella, Mackey & McCue’s b. f., 8, 108, 12 

to 1 weeeeeees spencer) 
Swamp Angel, 103, 9 to 2. (Maher;) Sensational, 

108, 12 to 1, (O’Connor;) Dan Rice, 95, 5 to 1, (H. 

Martin:) Strarcest, ¥'. 30 to 1). (Moody{) Sanders, 

119, & to 1, (Doggett,) and Takanassee, 102, 40 

to 1, (Songer,) a!so ran and finished in the order 

named. 
Won easily by two lengths; a length between 
second and third. 

FOURTH RACE.—For two-year-olds; selling al- 
louwances. By subscription of 85 each, with 
$400 added, of which $70 to second and $30 to 
third. Five and one-half furlongs. Time—1:09. 

i—Rare Perfume, G..K. Morris's b. c., By His 

Highness or Ludwig-Early Blossom, 108 
pounds, 9 to 2 and 8 to 5........... (Maher) 
2—Greatland, M. F. Dwyer’s ch. c., 108, even 
money and 1 to 3 (Turner) 

8—Handcuff, W. C. Smith’s br. c., 102, 6 to 1.. 

(H. Martin) 
69 to 1, (O’Connor;) Col. Tenny, 
#8, 8 to 1, (Clawson;) Somers, 104, 30 to 1, 
(Spencer;) Anagram, 109, 7 to 1, (Jones;) Camo- 
top, 110, 100 to 1, (Ronai eili,) and Parker Bruce, 
$8, 50 to 1, (Songer,) also ran and finished in the 
order named. 

Won in a drive by a neck; four lengths between 

gecond and third. 


FIFTH RACE.—For two-year-olds; selling allow- 
ances. By subscription of $5 each, with $400 
added, of which $70 to second and $380 to third. 
One mile and forty yards. Time—1:46. 

1—Nosey, P. S. P. Randolph’s b. c., by Meddler- 

Zicka, 106 pounds, 11 to 10 and 1 to 4.. 


} (Clawson) 
2—Bona Dea, W. C. Daly’s b. f., 99, 8 to 1 and 
even money 


(Maher) 

8—Ruby Lips, M. Minden’s b. f., , 11 te 5.. 
(Moody) 
60 to 1, (McCue,)> and 
(Turner,) also ran and 


McLaughlin's b. f., 


Lepoda, 95, 


Prince Auckland, $4, 
Glonoine, 104, 20 to 1, 
finished as namei. 

Won handily by two lengths; 
half between second and third. 
SIXTH RACE.—For maidens of all ages. 

subscription of $5 each, with $400 added, 

which $70 to second and $380 to third. One 

mile. Time—!.45 1-5. 
1—Dr. Withrow, Charles Gorman’s b: i & 

years, by Candlemas-Latenia, 107 pounds, 
G to 1 and 2 (Turner) 

2—Becky Rolfe, F. Gebhard’s &h. 107, 8 

to 1 and even money (Clawson) 

3—Hardy C., N. J. Johnson’s b. g., 3, 107; 5 

to 1 (Garrigan) 

Pirate M., 4 to 1, (0’Con ;) Game Boy, 
110, 30 to 1, (Hamilton;) Staysall, 107, 200 to 1, 
(Migges;) Happy Knack, 96, 80°to.1, (Songer,) 
and Stain, 107, 15 to 1, (Cunningham,) alse ran 
and finished in the order named, 

Won in a drive by half a length; four lengths 
between second and third. 


The Card for To-s@ay. 


FIRST RACE.—For three-year-olds and 
ward. Five furlongs. 
Pounds. 
114 Inspection 
‘ing Menelik 
..108) Tappan 
LOS | Lady Disdain 
105| Billali 
305/Calculation.. basa 
195'Harry Crawford 
105 | Sagacity 
-.-.105| Queen of Beauty....100 
..105| Herrmann the Great. 
105;Celle of Erin 
105/ Teller 
105;Come Quick . 
..105 Red Spider .. 
Trillo 105 Tyrian ode 
Nedjed 105,Town Topics 
SECOND RACE.—For two-year-olds, 
longs. 
Improvident 
Sir Christopher 
Kosteletzkri 
Impartial 


a length and a 


By 
of 


Regulator 
Hanlon 

Athy 

Buffoon 
Charley Rose 
Harry Reid 
Surrogate 
he con ev bese 
Prime Minister 
Light Wing 
Taranto 
Stochelberg 


Five fur- 


104;Our Annie 
104'Curbstone 

.---101/Al Reeves .... 
.... 98 Little Jess 
Holdup 98 Cavalleria 
Incandescent.. ... ... 98)Tray 

THIRD RACE.—For three-year-olds and up- 
ward. One mile and forty yards, 
Gala 118;Whistling Con 
Blarney Stone 118: Flax Spinner 
Nigger Baby 111 Ruby Lips 
Danforth 

FOURTH RACE.—For 
and a half furlongs. 
King Barleycorn 
Lady Lindsey 
Capt. Sigsbee 
Prince of Wales .. 
Claroba 
Tyrshena 
Federal > 
Rusher .... 

FIFTH RACE.—For all ages. 
Don de Oro.... .. i240] Brighton 
Pe .coccce se 126' Kirkwood Joi 
Ben Eder ...........123 King Barleycorn .... 
Dalgretti ...124/Rare Perfume 
Frizpah -.+» .123' Exception ~ 

SIXTH RACE.—For three-year-olds and 
ward. One mile and forty yards. 
Atreliain.. .... .....108 Becky Rolfe 
Gov. Budd 108 Adaxus 
Hardy C. 198 Bastion 


two-year-olds. 


.120| Hilee 
118 Strangest 
116'The Gardner 
--112 Tophet .... 
112 Tyran 
...-110 Chivalrous 


One mile. 


Tenants. 

Owing to the fact that William C. Eller 
of 185 Amsterdam Avenue was on his way 
home from a christening party at 2:30 A. M. 
yesterday many persons were probably 
saved from death by fire. Mr. Eller saw 
smoke coming from the basement of the 
five-story brick single flat house at 683 Am- 
sterdam Avenue. He pounded on the door 


. of the first floor, which is occupied by A. 


J. Wormer, a stationery dealer. A parrot 
in the store heard the noise and also heard 
Mr. filer shouting ‘“‘Fire!"”’ The parrot took 
up the cry and screeched ‘‘Fire!”’ at the top 
of its voice. The tenants were aroused and 
e wild panic prevailed, but every one finally 
escaped uninjured. The damage was esti- 
mated at about $12,000. 


Delahanty a Deputy Fire Chief. 


Fire Commissioner Scannell yesterday re- 
fnstated William H. Delehanty, formerly 


Chief of the Long Island City Fire Depart- 
ment, as Deputy Chief of Department of 


the New York Fire Department for the 
Borough of Queens. The reinstatement 
goes into effect dating from April 2, the 
time when Justice Diokio of the Supreme 
Court signed the order of reinstatement. 
Delahanty was removed by Mayor Patrick 
Gleason two years ago. e fought the re- 
goval and was declared in good standing. 
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Silver 


GORHAM MFG.CO. 
Silversmiths 


Broadway & 19th Street 
23 Maiden Lane 


CALEDONIAN CLUB OPENING. 


The New Home on Seventh Avenue Is 
Formally Dedicated. 


The New York Caledonian Club formally 
cpened its clubhouse at 846 Seventh Avenue 
last night, with appropriate ceremonies and 
a Scotch house-warming. Chief James Robb 
presided at the dedicatory ceremonies, and 
Andrew Carnegie, a member of the club, de- 


livered an address, paying a tribute to 
Scotchmen and the “idol of their hearts, 
Bobbie Burns.’’ Scotch ballads were sung 
by Miss Gow, Mr. Hunter, Miss Alexander, 
and Mr. Gray, and the highland fling and 
sailor’s hornpipe were danced by Masters 
Thomas Long and James Mann. The club 
was organized in New York in 1856, and 
was incorporated in 1862. It was situated 
at 118 Sullivan Street for years, and in 1879 
moved to 8 and 10 Horatio Street. It has 
occupied temporary quarters at.1,784 Broad- 
way during the erection of the four-story 
marble-front buildin~ dedicated. last night. 
The club’s membership is limited to Scotch- 
men and sons of Scotchmen. 


UNITED HEBREW CHARITIES. 


Meeting Held at 
Emanu-El—Solomon Loeb Honored. 


The Society of United Hebrew Charities 
held its annual meeting at Temple Emanu- 
E] last evening. The report of the Board of 
Trustees showed receipts during the year to 
have been $133,107.12 and expenditures $120,- 
540. In a brief tribute to Col. Waring the 
report said that his ‘cleaning the streets 
ot New York led to so great a betterment 
of the condition of the poor, and especially 


those of the lower east side, that his death 
becomes a nersonal concern of every society 
which was engaged in helping them.” 

The report of Manager Nathaniel 8. Ros- 
enau showed a great falling off in the num- 
ber of applications for relief, but among 
new families registered who had been resi- 
dents of the city five years or more there 
had been increased need of assistance on 
account of physical ailments and unwise 
charity. In recognition of the great service 
rendered the society by presenting to it the 
new home now being erected at Twenty- 
first Street and Second Avenue, Solomon 
Loeb was elected honorary Vice President. 
This is the first time this honor has been 
conferred upon any one. Trustees were 
elected as follows: Mrs. William Einstein, 
Mrs. Samuel Weinhandler, Jules S. Bache, 
Abraham Bernhard, Nathan Bijur, Samuel 
Dalsheimer, Charles I. Fleck, Isaiah Jo- 
sephi, Harry M. Meyer, Hyman Sonn, Ben- 
jamin Stern, and Dr. A. P. Zemansky. 


Annual Temple 


Presbyterian Union Meeting. 


The annual meeting of the Presbyterian 
Union of New York was held last night at 
the Savoy Hotel. The president of the 
Union, James Yereance, was chairman. The 
Rev. Dr. J. Balcom Shaw, Moderator of 
the New York Assembly, delivered a prayer, 
after which President Yereance made a 
short address of greeting. Minutes on the 
death of Rey. Dr. John Hall and Dr. Philip 
A. Malleson, late elder in the Harlem Prev- 
byterian Church, were read by the Revs. 
George L. Shearer and G. W.F. Birch. The 
Rev. Henry T.- McClelland, pastor of the 
Bellfield Presbyterian Church, of Pittsburg, 
Penn., delivered an address on ‘** The Twen- 
tieth Century.’’ The Rev. George L. Hurl- 
butt also spoke and the closing prayer was 
made by the Rev. Howard Duffield, 

Patrick Dillon Puroled. 

Patrick Dillon, who on Sunday caused the 
death of his five months’ old nephew, Frank 
Dillon, by closing a folding bed in which 
the child was sleeping, was arraigned in 
the Gates Avenue Court, Brooklyn, yester- 
day, charged with homicide. The man was 
completely overcome by grief and was 
hardly able to speak. John Dillon, the 
child’s father, told the story of the acci- 
dent. Magistrate Worth asked him if he 
had any reason to suspect foul play, and 
the father indignantly replied: ‘“‘Why, your 
Honor, my brother thought as much of 
that child as I did. He was its godfather.” 
Patrick Dillon was paroled until after the 
Coroner’s inquest. 





Two Arrests for Arson. 

Detective Connelly of the District Attor- 
ney’s office yesterday arrested Leopold Le- 
derer and Abraham Zucker, who are under 
indictment for arson, Zucker in the first 
degree and Lederer in the second degree. 
They were arraigned before Judge Fitz- 
gerald in General Sessions and committed 
to the Tombs to await trial. Zucker is a 
brother of Isaac Zucker, now serving a 
36 years’ sentence in prison for burning 
his store. Abraham Zucker is accused of 
setting fire to his dry goods store at Forty- 
first street and Ninth Avenue in April, 
1895. Lederer is charged with destroying 
his dwelling in August, 1894. 


NOTES OF INSURANCE INTERESTS 


The mine operators at Pana, Ill., have an- 
nounced that the company issuing the 
workingmen’s collective policy has canceled 
it on account of the riots, thereby shifting 
the responsibility for accidents to the em- 
ployes. 

H. S. Warner has resigned as Chicago 
manager of the New York Plate Glass In- 
surance Company to become General Agent 
of the plate glass department of the Aetna 
Indemnity Company for the States of Ken- 
tucky, Missouri, Colorado, Wisconsin, and 
Illinois. 

At the meeting of the Fire Insurance Tar- 
iff Committee, President Mason A. Stone of 
the Greenwich Insurance Company was not 
present. Mr. Stone said last night that 
when his appointment was first announced 
he sent his resignation to Secretary Under- 
hill, and that he had not withdrawn it since 
that time. 

The insurance on the property of the Nor- 
mal Corset Company at 102 Prince Street, 
which was damaged by fire, was distributed 
as follows: On stock: Palatine, $2,500; Royal, 
$2,500; Merchants’ of Newark, $2,500; Fire- 
men’s of Newark, $2,500; Manhattan, $5,000; 
London Assurance, $2,500; on fixtures: 
Western of Toronto, $3,000. It is reported 
that the loss will reach 75 per cent. 


The adjustment of the loss on the property 
of Gans Brothers, Baltimore, which was 
damaged by fire on Oct. 16, was completed 
yesterda y C. R. Young & Co. The in- 
surance Invoived was distributed as follows: 
On stock, Western of Toronto, $10,000; 
Franklin, $2,500; Traders’ of Chicago, $2,500; 
Magdeburg, . $5,000; Williamsbur City, 
$2,500; German American, $2,500; mmer- 
cial Union, $6,000; Philadelphia Underwrit- 
ers’, $1,000; Palatine, $7,500; Merchants’ of 
Newark, $5,000; Scottish Union and Nation- 
al, $5,000; Caledonian, $2,500; Connecticut, 
$2,500; American Central, $2,500; Glens 
“alls, $2,500; Providence-Washington, $2,500; 
Phoenix. of Hartford, $2,500; Hartford, 
$2,500; of Boston, $2,500; Sun, 
$7,500; British America, $5,000; London As- 
surance, $5,000; Imperial, $2,500; German of 
Baltimore, $1,500. On fixtures: Merchants’ 
of Providence, $2,000; Equitable Fire and 
Marine, $2,000; State of Pennsylvania, $1,000; 


Hartford, $1,000. 
Gift to Cineinnati’s University. 

CINCINNATI, Oct. 31.—Asa Van Wormer, 
a wealthy retired merchant of this city, 
aged about eighty years, made a gift to-day 
to the University of Cincinnati of $56,000, to 
be used for the erection of a fire-proof li- 
brary building. 


Answer to a Correspondent, 


“A READ ."—A man who becomes of 
age on Novy. is entitled to vote at the 
coming election. 


THE UNITED SERVICE. 


Army. 


Pillow, second class, United 
States Military Academy, has leave of absence 
on account of ill health til Aug. 28, 1899, when 
he will join the second class. 


The leave of absence granted Capt. William 
H. Cobb, Third Volunteer Infantry, on Surgeon's 
certificate of disability, is extended one month. 


Col. John H. Patterson, (promoted from Lieu- 
tenant Colonel, Twenty-seeond Infantry,) is or- 
dered to the Twen Infantry, to date from 
Sept. 28, vice appointed Brigadier 


General. 
Porter, (promoted from 


Lieut. Col. Charles 
Major, Fifth Infantry,) is ordered to the Twenty- 


Cadet Jerome G. 
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Fancy Feathers. 

A rare opportunity presents itself 

to purchase high grade feathers, 

wings and quills at really half. 

We’re overstocked, and as it is our 

invariable rule not to carry over 

goods from one season to another, 
these must go and go quickly. 

Fancy Quills, guinea, Ow! Wings, fancy 
effects, were | effects, ,were 
49c., at 24) °79¢c., at 44 

Fancy Wings, shaded | © 
effect, were 
foe, | enticing Sint 

Pheasant Breasts | $1.49 at 74 
and Tails, were a 
69¢., at 34 

Pelican Quills, Velvet Impeyau Breast and 
effects, were Head, were 
69c., at 34 $1.75, at 89 
(ST FL., MAIN BUILD., 6TH AV. SIDE.) 
Ribbons. 

RIBBONS of all silk Fancy plaid, suitable 
for trimming children’s hats; a variety 
of color combinations, 334 inches 
wide; worth 30c. a yard, at 2 3 

BLACK SATIN RIBBON, double faced, 
3 inches wide, per yard. 21; 3% inches 
wide, per yard, 24; 4 inches 
wide, per yard, 2 7 

(ST FL., MAIN BUILD., 14TH ST. SIDE.) 

Ladies’ Suits 

Jack dSkirt 

Here are some splendid offerings 
that prove the economy of purchas- 
ing here, 

LADIES’ JACKETS, in black kersey cloth, 
double breasted, box front effect, 
strapped seams, and _ lined 6 
throughout with satin serge, at 5 I$ 

LADIES’ JACKETS in fine quality of 
black cheviot cloth, box front effect, 
with velvet collar, double — stitched 
seams, and lined. throughout 
with fancy taffeta silk, . 

LADIES’ TOP COAT, with the latest style 
dipped front, lapped sams, velvet col- 
lar, in o@overt, blue and black, lined 
throughout with fancy taffeta 
Silk, at 11 24 


LADIES’. PLUSH CAPES, extra fine qua!- 
ity, full sweep, 32 inches long, double 
box plaited bick, entire sable collar, 
edging down front and lined 
throughout with a heavy qual- 
ity of satin, 12.49 

LADIES’ GOLF CAPES, shawl effect, in 
all colors, double faced cloth, full sweep, 
used tor golfing and steamer 
wear, worth $12.00, at 9-99 

LADIES’ JACKETS, double breasted, box 
front, of fine imported kersey cloth, 
Strapped seams, velvet collar, with Van- 
dyke pointed yoke, entire front of 
garment handsomely braided, and lined 
throughout with extra fine 
quality taffeta, at 1 2.49 

LADIES’ CAPES, in black, of fine meiton 
c.oth, ful sweep, 36 in. long, trimmed 
with several rows of cloth around bot- 
tom, entire sable collar, and edging down 
front, lined with extra heavy 
quality satin, at 1 5-09 

(2D FL., MAIN BUILD.. REAR.) 


ern eee 


LADIES’ SUITS. tailor made, of superior 
quality cheviot serge, coat lined with 
black taffeta silk, skirt flounce style, 
lined with percaline; a very 
serviceable suit; worth $12.50, 
now . 

LADIES’ TAILORED SUITS, high grade, 
selected from our stock, made of im- 
ported fabrics, all in latest styles, coat 
and skirt lined throughout with black 
and colored taffeta silk; worth 
$26.67, now 1 6.99 

LADIES’ DRESS SKIRTS, of excellent 
quality taffeta siik, new circular flounce, 
trimmed with two _ plaited 
ruchings; were $14.34, now 10.98 

LADIES’ DRESS SKIRTS, of superior qual- 
ity Sicilian, flounce styie, trimmed 
with two straps, lined in per- 
caline, now 4.74 

REAR.) 


(2D FL., MAIN 


RUILD.. 


Fur Offerings. 


LADIES’ FUR COLLARETTES, of good 
quality Alaska sabe (skunk), new cut, 
high storm collar, lined with 
fancy colored silks, 11.2 

LADIES’ FUR COLLARETTES, combina- 
tion of electric seal and moufilon, new 
Style, long stole fronts, trimmed with 


tails, high storm collar, 
lined with colored satin, 1 2.99 


LADIES’ CLUSTER SCARFS, fine qualit) 
Alaska sable (skunk), trimmed : 
with full squirrel tails, 9.38 

LADIES’ SCARFS, stole style, of Alaska 
sable (skunk), trimmed with twelve full 
tails and two heads, lined with 
colored satin, 7-49 

REAR} 
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second Infantry, to date from Sept. 
Patterson, promoted. 

Granger Adams, (promoted from First 
Lieutenant, Fifth Artillery,) is ordered to the 
Seventh Artillery, Battery I, to date from Sept. 
19. vice Simpson, appointed Major and Assistant 
Adjutant General. 

First Lieut. Andrew Hero, 
Second Lieutenant, Fourth 
to the Fifth Artillery, Battery 
Sept. 19, vice Adams, promoted. 

Capt. J. Walker Benet, Ordnance Department, 
will proceed from Buffalo to Sandy “Hook Prov- 
ing Ground on official business pertaining to the 
manufacture and inspection of seacoast gun 
carriages. 

The extension : 
Major Thomas M. Woodruff, 
United States Volunteers, is 
one month on account of sickness. 

The extension of leave of absence granted 
First Lieut. Hamilton A. Smith, Third In- 
fantry, is further extended two months on ac- 
count of sickness. 

Leave of absence 
Acting Assistant Surgeon Robert E. Bell. 

Leave of absence for ten days is granted Capt. 
Horatio G. Sickel, Seventh Cavalry. 

Second Lieut. Lafayette A. Dorrington, Second 
Volunteer Infantry, recently appointed, will re- 
port to the commanding General, Department of 


the Missouri, Omaha, for temporary duty. 
| 


Capt. 


Jr., (promoted*from 
Artillery.) is ordered 
L, to date from 


absence granted 
Inspector General, 
further extended 


of leave of 


for twenty days is granted 


Acting Assistant Surgeon José Lugo-Vina will 
proceed to New York City and report to Major 
Nathan 8S. Jarvis, Brigade Surgeon, United States 
Volunteers, for transportation on the first steam- 
er sailing for Ponce, Puerto Rico, and on arrival 
there will report to the commanding General, De- 
partment of Puerto Rico, for assignment to duty. 


Second Lieut. Archie J. Harris, Second Infan- 
try, is relieved from duty at the general hospi- 
tal. Camp Wikoff, and will join his regiment. 


The following-named officers are honorably _dis- 
charged the service of the United States: Capt. 
G. Manning Ellis, Assistant Surgeon, Third Ten- 
nessee Volunteer Infantry, to take effect Nov. 1; 
First Lieut. G. W. Hendricks, Second Arkansas 
Voluriteer Infantry. 

The leave of absence granted Capt. H. R. 
Smith First West Virginia Volunteer Infantry, 
is extended ten days. 

Capt. Edward R. Hutchins, Commissary of 
Subsistence, United States Volunteers, is assigned 
to duty as Purchasing and Depot Commissary at 
Tampa, vice Albert D. Niskern, Subsistence De- 

rtment, assigned to duty of Purchasing and 
Bhipping Subsistence supplies at the subsistence 
depot, St. Louis. ‘ 

The extension of leave of absence granted 
First Lieut. Alfred M. Hunter, Fourth Artillery, 
is further extended ome month on account of 
sickness. 

Capt. Edwin W. Hurlbut, Commissary of Sub- 
sistence, United States Volunteers, now at 
Huntsville, Ala., will proceed, accompanied by 
his authorized clerk, with the first detachment 
of the Fifth Cavalry to Puerto Rico. Capt. Hurl- 
but is assigned to duty as Commissary of that 
detachment, and upon arrival in Puertq@, Rico 
will report to the commanding General of ‘<roops 
for assignment to’ duty as Brigade Commissary. 


The leave of absence, on Surgeon's certificate 


The Attractions of Our Stores Are Their Low. Brices, 


~dongola tops, soles welted and 


BOTH SIDES OF 14TH ST. (Running from 13th to 15th St.), SIXTH AVE. 


We want our great Annex better known. It is the ideal shopping place for men, 
and also contains much that is of exceeding interest to men and women alike. 
Our vast Clothing Department, embracing Custom Tailoring and Ready-to-Wear 
Clothing for Men and Boys, our Men’s and Boys’ Shoes, Men’s and Boys’ Hats, Shirts, 
Neckwear, Suspenders, Harness, Fine Wires, High Grade Cigars, Smokers’ Articles, Furniture, 
Carpets and Wall Paper—all of. which will be found in our Annex—grow in business every. 


Why? 


month. 
elsewhere, 
Muslin 
Underwear. 
Have you seen any of our new 
French Underwear—all of the finest 
Nainsooks and Cambrics, hand- 
made yokes of the finest little tucks 
imaginable—Torchon, Valenciennes 
and embroi ery in every conceivable 
Style of trimming ? A most ex- 
quisite selection and at Macy 


prices, which aiways means a saving, 
often as much as one-half. 


The following are of ouf own 
make and of fine quality muslin: 

NIGHT GOWNS, tucks, 4 lace inser- 3 6 
tions and ruffle, 

NIGHT GOWNS, tucks, 2 embroidered 36 
insertions and embroidered ruffle, 

NIGHT GOWNS, cut V, tucks and em- 36 
broidered ruffle, J 

NIGHT GOWNS, round yoke, tucks, 49 
2 insertions and embroidered ruffle, 

NIGHT GOWNS, cut V, tucks, 4 in- 49 
sertions and embroidered ruffle, 

NIGHT GOWNS, cut V, 2 insertions, 4 
ruffle, lace edge, 9 

NIGHT GOWNS, cut square, 1 inser- 
tion, beading, with ribbon drawn 49 
through, 

NIGHT GOWNS, cambric, cut square, 2 
embroidered ruffles, beading, with 89 
ribbon, 

NIGHT GOWNS, heavy muslin, cut 
V, wide and narrow insertions, 

NIGHT GOWNS, heavy muslin, cut square, 

2 insertions, revere of embroid- 8 
ery, 9 


DRAWERS, cambric, umbrella ruffle, Val- 
enciennes 


edge, =. 36 


DRAWERS, cambric, umbrella lawn ruffle 
tucked, Valenciennes lace insertion 49 


and edge, 
CORSET COVERS, cut V, tucks, 2 in- 
29 


sertions and edge, 


lace insertion 


CORSET COVERS, cut V, wide em- 
broidery beading, with ribbon, 
CORSET COVERS, cut V, wide lace 
beading, with ribbon, 
CORSET COVERS, cut V, lace and em- 
broidered insertion and lace edge, 49 
WALKING SKIRTS, tucks and em- C 
broidered ruffle, 4 ) 
WALKING SKIRTS, umbrella lawn ruffle, 
wide embroidered ruffle, dust -a 
ruffle, 58 
WALKING SKIRTS, umbrella lawn ruffle, 


1 wide lace insertion and lace edge, 79 ‘ 


dust ruffle, 
WALKING SKIRTS, umbrella lawn ruffle, 

3 lace insertions and lace edge, dust =C 

ruffle, /9 
WALKING SKIRTS, umbrella lawn ruffle, 

tucked, lace 

ruffle, 

(2D FL., MAIN BUILD. 


insertion and lace 79 


, 6TH AV. SIDE.) 


Children’s 
Aprons. 


CHILD’S APRONS, Round 
neck, wide ruffle, 6, 
year sizes, 1 9g 
CHILD’S APRONS, Lawn, Square neck, 
trimmed with embroidery, wide 
ruffle, 4, 6, $ and year 
sizes, : 39 


CHILD’S APRONS, Fine Lawn, beading 
with ribbon, wide ruffle, lace 
edge, 4, 6, 8 and 10 year sizes, 98 
CHILD’S APRONS, Fire Lawn, waist of 
embroidery, 4, 6, 8 and 10 1 9 


year sizes, 
Complete assortment of finer 

1.96 
MAIN BUILD., 6TII AV. SIDE.) 


Crossbar, 
5S and 10 


10 


grades, $1.34, 1.84 and 


(2D FL., 


of disability, franted Second Lieut. James N, 


on Surgeon's certificate of disability. 


The leave of absence, on Surgeon's certificate 
of disability, granted Second Lieut. Bertram C. 
Gilbert, Second Artillery, is extended one month. 

The leave of absence granted Brig. Gen. Evan 
Miles, United States Volunteers, is extended two 
mcnths, on Surgeon's certificate of disability. 


The leave of absence, on Surgeon’s certificate 
of disability, granted First Lieut. Tompkins Mc- 
Ilvaine, Twelfth New York Volunteer Infantry, 
is extended one mouth. F 

The leave of absence, on Surgeon’s certificate of 
disability, granted Second Lieut. B. H. Merchant, 
Eighth Infantry, aide de camp, is extended one 
month, 


The leave of absence granted Capt. Levi P. 
Hurt, Tenth Cavalry, is extended fifteen days. 


The following-named officers are relieved from 
the assignments made in General Order, No. 166, 
Oct. 18, and they are assigned as follows: Major 
Earl D. Thomas, Inspector General, United 
States Volunteers, will report in person to Major 
Gen. Adna R. Chaffee, United States Volunteers, 
commanding First Division, Fourth Army Corps, 
for duty as Inspector General of that division. 


Major Harry C. Benson, Inspector General, 
United States Volunteers, will report in person 
to Brig. Gen. Roya: T. Frank, commanding Sec- 
ond Division, Fourth Army Corps, for duty as 
Irspector General of that division. 


Major James B. Al re, Quartermaster, 
United States Volunteer & relieved from his 
present duties at Chicago and will proceed at once 
to Lexington, Ky., and report to the command- 
ing General, First Army Corps, for assignment 
to duty as Acting Chief Quartermaster of that 
corps, to relieve Lieut. Col. James M. Marshall, 
Deputy Quartermaster General, 


Capt. Chauncey B. Baker, Assistant Quarter- 
master, United States Volunteers, will proceed to 
Savannah and report to the commanding General, 
Seventh Army Corps, for assignrnent to duty as 
Depot Quartermaster -at Savannah and to such 
other duties as he may direct. 


Major Robert E. L. Michie, Assistant Adjutant 
General, United States Volunteers, is relieved 
from duty as Assistant Adjutant General, Second 
Division, Seventh Army Corps, and wiil report 
to Major Gen. Fitzhugh Let, United States Vol- 
unteers, commanding Severth Army Corps, for 
duty on his staff. 


Capt. Mason M. Cerps of Engineers, 


Patrick, 


will temporarily perform th? duties of secretary | 


and disbursing officer of the Mississippi River 


Commission in addition to his other duties. 


The extension of leave of, absence on account 
of sickness granted First ‘Lieut. Frederick L. 
Knudsen. Eighth Infantry, |is further extended 
one month, on Surgeon’s cettificate of disability. 


Leave of absence for ¢ months, on Sur- 
geon’s certificate of disability, is granted First 
Lieut. Henry C. Keene, Jr, Twenty-fourth In- 
Tfantry. 

The extension of leave of 
Lieut. Harold P. Howard, 
ther extended one month. 


‘The following-named officem will report to Col, 


gence granted First 
ird Cavalry, is fur- 


; t ‘ ; Charles C. 
Pickering, First Infantry, is extended one month } 


Infants’ Wear. 


_ Everything that is known or men- 
tioned in an Infant’s Wardrobe can 
be found in this department. 

From. the elaborately trimmed 
Baptismal robe to the cosey little 
Eiderdown Bath Wrappers every- 
thing bespzaks of daintiness, com- 
fort and economy. 

The finest fabrics the looms turn 
Out prettily constructed into gar- 
men:s. At Macy prices, which al- 
ways means a saving, often as 


much as one-half. 
(2D PL., MAIN BUILD., 6TH AV. SIDE.) 


Linens. 


NAPKINS, hemstitched, damask, 20- 
inch, - 

NAPKINS, 22x22 inches, Bleached 
Damask, worth $1.50 per doz., 
NAPKINS, 22x22 inches, Bleached 

Damask, extra heavy, worth 
$1.65 per dozen, 
LINEN BIRD’S-EYE DIAPERING, 18 
inches wide (10 yds. to piece) 
TOWELS, Hemmed Huck, 20x40, 


TOWELS, Hemstitched Huck, all 
linen, 20x39, 

TOWELS, Hemstitched Huck, with 
damask borders, all linen, extra 
heavy, 

TOWELS, White. Turkish, 
heavy, 23x52, worth 36c., 

(ST FL., MAIN BUILD., 
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Card Engraving. 


Speciai attention given to Wed- 
ding and Reception Invitations. 
Best workmanship guaranteed at 
our usual low prices. 
PLATE and 50 fine quality Cards, 69 


100 WEDDING _ INVITATIONS, 


with 
inside and outside Envelopes - 
to match, ) ID 


GST FL., MAIN BUILD., REAR.) 


Stationery. 


Hurd’s  Parcament | Sterling Top Mucil" 

Papetrie, 1 quire} age Bottles, 

box, with En- ° | 

veiopes, St 39, /3 

| Sterling Handle Roil 

Blott 

Blotters, 24, 49 

| Sterling Letter Seais, 
24, 31, 41 
| Sterling Paper Cut- 

38; *S 43,54, 86 


MAIN BUILD., REAR.) 


Crane’s Twill Flax, 
cream or azure, 
5 quire boxes, 38 





5 packages Envel- 
opes to match, 
(IST FL., 


Exceptional Val- 
ues in Sterling 
Silver. 


Many manufacturers of Sterling 
Silver have combined to raise the 
price. Note our prices; they show 
a reduction: 
TEASPOONS, 

each, 49! SPOONS, each, 89 
CREAM ,. | COLD MEAT 
LADLES, each, 89 FORKS,each, 2.14 
TABLE | TABLE 

FORKS,each, 1.29 SPOONS, ea. 1.47 
TABLE BUTTER 
BELLS,each, 1.63 SPREADS,each 56 
BONBON LEMONADE 
SPOONS, each, 54. SPOONS, each, 67 
(2D FL., MAIN BUILD., 6TH AV. SIDE.) 


SUGAR 


Byrne, Assistant Surgeon Gencral, 
President of the examining board appointed to 
meet at Governors Island, New York City, at 
such time as they may be required by the board, 
for examination as to their fitness for proms 
tion: Capt. William C. Manning, Twenty-third 
Infantry; Second Lieut. Milton L. McGrew, 
Eleventh Infantry. 


A board of survey, to consist of Lieut. Col. J. 
B. Rellinger. Quartermaster. and Capt. E. R. 
Hutchins, Commissary of Subsistence, United 
States Vounteers, ic appointed to meet at Port 
Tampa City Nov. 1, or as soon thereafter as 
practicable, fer the purpose of fixing the re- 
sponsibility and assessing the damage for one 3.6- 
inch gun limber received from the Plant Railway 
at that city 


in a damaged condition. 


Navy. 


Surgeon F. W. F. Wicher is ordered to the 


; Naval Station, San Juan, by the Solace. 


H. Green is detached from the na- 
Washington, and ordered to the 


Surgeon E. 
val dispensary, 
headquarters. 

Assistant Surgeon 


DUFF 


A. G. Grunwell is detached 


YS PURE 


FOR 
NOsFUSEL oO 


It costs more than some reme- 
dies, but it will cure and benefit 
you as it has cured and benefited 
others. Refuse substitutes and 
be sure to gat the genuine. 

For pamphlet address,, 


DUFFY MALT WHISKEY CO., 
Rochester. N. Y. 


, 


Because we sell only the best qualities at prices very much lower than 


Colored Skirts. 


25 PER CENT OFF REGULAR PRICES. 


BLACK SATEEN SKIRTS, good quality, 
one wide ruffle, 4 cords, lined with 
flannelette, 74 


BLACK SATEEN SKIRTS, good quality, 
umbrella ruffle, tucked, lined with 
flannelette, 74 


BLACK SATEEN SKIRTS, good quality, 
one wide ruffle, 3 rows of braid, 
lined with flannelette, worth $1.00, 74 


BLACK SATEEN SKIRTS, fine qual.ty, 
umbrella ruffle, cluster tucks, lined 
with flannelette, Q4 


BLACK SATEEN SKIRTS, very fine qual- 
ity, one wide ruffle, corded, lined 
with flannelette, 94 


SATEEN SKIRTS, fancy stripe, one wide 
ruffle, corded, lined with flannel- 
ette, 99 


BLACK SATEEN SKIRTS, very fine qual- 

ity,umbrella ruffle,with 2 corded 
ruffles, lined throughout, if 1 8 
1.74 


WOOL MOREEN SKIRTS, one 
(2D FL., MAIN BUILD., 6TH AV. SIDE.) 


wide ruffle, velvet binding, 
Gas and 
Coal Heaters. 


4 


| 
A larger and beiter stock of Stoves 
and Heaters than we have ever be- 
fore had the pleasure of presenting 
to you. 
CYLINDER OIL HEATERS, 
inch wick, 1.29 
GAS RADIATORS, bronze finished, 4 tube, 
$2.26; 6 tube, $3.54; nickel 3.8 
finish, 4 tube, $2.58; 6 tube, ’ 7 
“ BANNER” OIL HEATERS, 4.19 
COVERED GAS TUBING, rubber 
end, p2r foot, O2 
COVERED GAS. TUBING, patent 
end, per foot, 03 
CYLINDER COAL STOVES, white porce- 
lain bowl, 8 inch, $2.37; 9 4 
inch, $2.62; 10 inch, 2.99 
CYLINDER COAL STOVES, embossed 
body, nickel trimmings, bronze 
urn, 9 inch, $5.48; 10 inch, 6.42 
SQUARE PARLOR STOVES, nickel swing 
cover, nicke! top band, bronze 8 
urn, 9 inch, $7.97; 10 inch, .94 
COAL RANGES, new cabinet base, front 
grate,hickel name plate,oscillating oven, 
shelf, 6 in., $6.99; 7 in., $8.34; 4 / 
8 in., 9.67 
COAL RANGES, cabinet base, front as 
well as end grate, nickel name plate, 
with tile, nickel knobs and tin lined 
oven door, 6 in., $7.99; 7in., , F 
$9.69: 8 im, 11.34 
One piece of pipe and two elbows with 
each coal stove. 
(6TH 


FL., MAIN BUILD.) 
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Smokers’ Articles. 


Aisoa large assortment of Smoking 
Tables, Smoking Sets, Leather 
Cigar and Cigarette Cases, Turkish 
Water Pipes, Tobacco Jars and To- 
bacco Pouches at prices much lower 
than elsewhere. 


PIPES of fine French Briar, with 14 kt, 
rolled -gold’ mountings, sold 
elsewhere at $2.50, at 1.74 

Pipes of very best quality meerschaum, 
with amber mouthpieces, in cases at 


1.99 and 2.24 
CIGAR HOLDERS of very fine meer- 
schaum, with’ beautifully carved 
ures and amber mouthpieces, 
sold everywhere for $2.00, at 
ST FL. ANNEX. 


from marine headquarters, 

dered to the New Orleans, 
Ensign W. R. .Gherardi is detached from the 
Indiana, and ordered immediately to San Juan 

by the Solace. 

_Lieut. W. M. Crose is detached 

Wheeling, and ordered home, 


ders. 


Washington, and or- 


from the 
and to await or- 


Ensign ©. M. Tozer is ordered to the Wheeling 
as watch and division officer. 

Lieut. C, P. Eaton is ordered to the branch 
hydrographic office, New York, as assistant to 
the officer in charge, his unexpired sick leave 
revoKeu, 

Assistant Naval Constructor H. A. Evans is 
detached from the Bureau of Construction and 
Repairs, Nov. 7., and ordered to the Crescent 
Shipyard, Elizabethport, N. J. 

Sailmaker C. E. 
tired Oct. 29. 

Chief Engineer W. 
be retired Oct. 29. 

Lieut. Commander 
examination by a 
Washington, Nov. 1, 


Tallman is ordered to be re- 


B. Dunnings is ordered to 


SC. Paine is ordered for 
board of medical survey, 
and to wait orders. 

Naval Cadet D. F. Boyd, Jr.. is detached from 
the Cushing, when put out of commission, and 
ordered to the Brookiyn. 


—- 

Lieut. J. Strauss is detached from the Cushing, 
when put out of commission, and ordered to the 
Lancaster, 

Mate F. A. 
Constellation, 
Washington, 
class, 


from the 
Navy Yard, 
the gunnery 


detached 
to the 
with 


McGregor is 
and ordered 
in connection 


Acting Gunner Patrick Hill is Oct. 


20, on the Concord. 

Lieut. Commander C. P. 
from the Monadnock, and ordered home, 
wait orders, . 


Lieut. A. MeCrackin, ordered to the Monad- 
nock as executive officer, by steamer Nov. 19. 

Lieut. R. L. Russell's order of Oct. 24, detach- 
ing him from the New Orleans, and ordering 
him home to wait orders, is modified: he is 
authorized to delay procceding home, after duty 
on the Court of Inquiry is completed. 

Ensign T. A. Kearncy’s order of Oct. , de- 
taching him from the Vixen, and ordering him 
to the Addams, is modified: he is authorized to 
delay two weeks in reporting on the Adams. 

Lieut. H. W. Harrison is ordered to the office 
of naval intelligence. 

Assisstant Engineer D. J. Jenkins and Assist- 
ant Engineer F. J. Borte are honorably dis- 
charged Oct. 29. 

Lieut. J. T. Bootes is detached from the Wil- 
mington, and ordered home. 

Lieut. Hi L. Satterlee is detached 
headquarters of the Coast Signai 
ordered home. 


appointed, 


Perkins is detached 
and to 


25, 


| 
| 


from the | 
Service, anda 


Movements of Naval Vessels, | 
Wim ineliges sailed from Charléston for Norfolk, | 54 W. 14th St., Next Docr to Macy’s, N.Y. 


Oct, 


of Men’s Fine~ 
Shoes. 


charged elsewhere. 


Toilet Goods. 


only. 


domestic Medicinal and Toilet Arti- 
cles, also toilet requisites, such as 
Brushes and. Combs of all kinds, 
Sponges, 
prices, which always means a saving, 
often as much as one half. 


* 
* 
* 


Continuation Sale 3 


Our’ shoe offering at $1.94 still 
continues. Great inroads were made 
in the quantity after the first an- 
nouncement, but there still remain 
a complete assortment of rare val- 
ues in fine calfskin, lace shoes with 


stitched, and popular bulldog toes ; 
also about 600 pairs of calfskin 
shoes, with dongola tops, welted 
and stitched, on round and medium 
tees. They came to us from the 
justly celebrated factory of George 
C. Snow, Brockton, Mass., and were 
made up to retail at $3.00 and $3.50 
per pair. We offer them at Macy 
prices, which always means 


a saving, often as much asT 9 4 


One-half, 
GN ANNEX.) 


Men’s Shirts. 


UNLAUNDERED SHIRTS, made in our 
own workrooms, Utica Nonpareil mus- 
lin, 3 “ply, 2100 pure Irish linen bos- 
oms, all hand worked button and eyelet 
holes, in fit and workmanship equal to 
custom made regular $1.00 shirt 68 


UNLAUNDERED SHIRTS, made from 
good heavy muslin, 3 ply linen “set 
in” bosoms, reinforced back and front, 
continuous facings, full felled seams 
throughout, cut full size in body I 


UNLAUNDERED SHIRTS, Utica muslin, 3 
ply linen bosoms, reinforced: back and 
front, full felled seams and continuous 
facings, collar button protector on 
neckband and tie tape, all sizes and 9 
Sleeve lengths, at 3 


UNLAUNDERED SHIRTS, Utica, Nonpa- 
reil or New York Mills. muslin, 3 ply, 
1900 linen bosoms, hand worked but- 
tonholes in neck band; a shirt regu- 
hi sold for 65c. anywhere else, 49 
a 


All kinds of shirts made to order”: 
of best materials and workmanship 
at a saving of one-third on prices 


‘ 


(ST PL., MAIN BUILD., 14TH ST. SIDE.) 


Medicinal and 


Special cut price sale for this week 


Petroleum Jelly, in 


Water Bottle, 2 


Hazel, contains only grain alcuhol; safe 
5 Oz. screw cap jar, 
6 oz. bottle, sprinkler top, 20 
bottle, 
MACY’S Rubber Bulb Syringes,two I 
MACY’S Star Fountain Syringes; 2 
White Rubber Invalid Rings, 14 
Health Abdominal and Kidney Band- 98 
¥% |b., 11; Ib, 
measuring scale, each, sie 03 
trope, Lilac Blanc, Jockey Club; sold 


MACY’S Pure Distilled Extract of Witch 
for internal as well as external 
use; pints, 12 

MACY’S Camphorated Petrolatum, 

09 

MACY’S Lithia Tablets, 5 grain, 50 | 
in air-tight bottle, 21 

MACY’S Amber Lavender Water 

MACY’S Violet Talcum Powder, for 
babies, IO 

MACY’S Wine of Cocoa, full 16 oz. 4 9 

Amber Ib. 
tins, I a 
pipes, ~ 

MACY’S Nasaland Throat Atomizer, 
indestructible tube, 
quart, 3 pipes, 

Defender Hot 
quart, 49 
in. diameter, : I.41 

White Rubber Bed Sheets, 54x72 6 
inches, I.Q 
ages, 

Sanitary Napkins, 6 in box, 14 

Pure “bsorbent Cotton, U.S. P., 

2I 

Davidson’s Non-Collapsible Rubber 6 
Nipples, doz., 3 

Graduate Nursing Bottle, 

VERY SPECIAL.—5,000 boxes Fine Toilet 
Soaps, highly scented with delicate per- 
fumes; odors Violette de Parma, Helio- 
everywhere for 25c. box; 3 cakes 6 
in box; special box, I 

Largest assortment of foreign and 


Mirrors, &c., at Macy 
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Hist arrived at Manzanillo, Oct. 29. 

Alvarado arrived at Manzanillo, Oct. 29. 

Marcellus arrived at Tompkinsville, Oct. 29, 

Foote arrived at Brooklyn and was placed out 
of commission, Oct. 29 

New Orleans arrived at Brooklyn, Oct. 

Mayflower arrived at Brooklyn, Oct. 30. 

oNashville sailed from Charleston and arrived 
at Port Royal, Oct. 30. 

Boston arrived at Tien Tsin, Oct. 30. 


29. 


Vulcan sailed from Caimanera for Norfolk, 


Oct. 30. 


Leonidas sailed 
Oct. 30. 


Cincinnati sailed from Caimanera for Port An- 
tonia, Oct. 30. 


Dolphin sailed from Annapolis for Washington, 
Oct. 29, and arrived at Washington, Oct. 31. 


York, 


from Caimanera for Norfolk, 


Cushing sailed from Newport for New 
Oct. 30, and arrived at Brooklyn, Oct. 31. 


Celtic arrived at Bahia, Oct. 31. 


FOR THE 


Horse Show 


We have provided some new and ex- 

ceedingly Beantiful Coiffures. 

can recommend, especialiy for evening 
wear, our own creation, the 


MARIE ANTOINETTE COIFFURE, 


a distinctly fashionable and appropriate "manner 
of arranging the hair. Our 


Wavy Switches 


are worn now more than 
ever. When you coil one 
of them with your own 
hair you can produce. @ 
surprisingly beautiful ef- 
fect. 

An Exquisite Line of 


SHELL AND AMBER 
ORNAMENTS 


in all the latest and most 

novel des'gns. 

New  Llustrated Cata- 
logue Sent Free, 


. Shaw 


LARGES't HAIR-STORE IN THE WORLD, 


We 


Telephone No. 1,026 isih St. 


* 
: 
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Py 


pee 
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The New Bork Times 


' All the News That's Fit to Print.’ 


s | 


PUBLISHED BEVERY DAY IN THE YEAR. 


NEW YORK, TUESDAY,. NOV, 1, 1898. 


OFFICES: ; 
NEw YorK— 


Publicat.on..... eases Printing House Square 
Up-Town 1,269 Broadway 
All American District Telegraph Offices. 
WASHINGTON 515 Fourteenth st. 
LONDON. Low’s, 3 Northumberland Av. 
SWITZERLAND, Geneva: Librairie, Georg & Co. 
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ITALY, Rome: Loescher & Co. 


“UBSCRIPTION RATES 
DAILY AND SUNDAY, (WITH ILLUSTRATED 
WEEKLY MAGAZINE, SATURDAY RE- 
VIEW OF BOOKS AND ART, AND 
WEEKLY FINANCIAL REVIEW AND 
QUOTATION SUPPLEMENT:) 
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SMESO Menthe, 2p isie ccc cdcccces Secebdesse 2.25 
One Month 
DAILY, WITHOUT ¢l'NDAY, (BUT WITH SAT- 
URDAY REVIEW OF BOOKS AND ART 
AND. WEEKLY FINANCIAL REVIEW 
AND QUOTATION SUPPLEMENT:) 
One Year 
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Three Months 
One Month 
SUNDAY, (WITH 
MAGAZINE:) 


ILLUSTRATED WEEKLY 
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One: Year 
MONDAY, (WITH WEEKLY FINANCIAL RE- 
VIEW AND QUOTATION SUPPLEMENT:) 
One Year 
DAILY AND SUNDAY TO EUROPE: 
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THE PHILIPPINES. 
Our demand upon Spain, made yester- 
day, for all the Philippines, is made when 
it has just been almost authoritatively 


given out that Spain will retire from the 
negotiations if that , claim pressed 
without an offer of compensation. Our 
demand does not seem to exclude the no- 
tion of compensation, and of course the 


is 


compensation would be pecuniary. 

To many thoughtful patriotic 
Americans the demand in any form will 
seem a deplorabie thing. It will be a de- 
parture from an old and settled into a 
new and perilous way. There are many 
of such Americans who would look upon 
the acquisition of these distant dependen- 
cies, without or against ‘the consent of 
the governed” as a National calamity, 
even if we got them for nothing or if we 
were paid for taking them over. But, in 
a cloud of doubts and uncertainties, there 
propositions which we 


and 


are some clear 
cannot ignore. 
One of these is that nothing would so 
disappoint Spain as our evacuation of 
the Philippines and the return of them to 
her without conditions. She cannot hold 
them. Her power has been more suc- 
cessfully asserted in the Island of Luzon 
than in any otner of the group, and in 
that island it has been successfully re- 
sisted and defied. The Spanish tenure of 
Luzon and of Manila itself was preca- 
rious before DEwry steamed into Manila 
Bay. lf Spain could not overcome the re- 
sistance of the then, what 
chance would she have of regaining her 
authority, now that her navy has been 
annihilated and that she is more hope- 
It is not 


Filipinos 


lessly impoverished than ever. 
giving up the Philippines “that she ob- 
jects to. She has no choice. It is not get- 
ting any money for them, and having 
left 
If we returned the islands to her 


would have to 


nothing upon which she can raise 
money. 
without conditions she 
sell them or to pawn them. 

The Spanisn contention is fair that un- 
der the terms of the protocol relating to 
the Philippines she was not notified that 
demand the transfer of the 


Our demand for a voice tn 


we might 
archipelago. 
“the 
ment” of the Philippines cannot fairly 
be stretched into a demand for the pos- 
We know that the terms 
made 
vague simply the Administra- 
tion had not in August made up its mind 
what it wanted in the Philippines. But 
the grievance cof Spain on this score is 
than substantial. Since 
she cannot hold, but must part with, the 
Philippines, the 
possessor and another is to her simply a 
difference in price. 


control, disposition, and govern- 


session of them. 


of the protocol were purposely 


because 


more technical 


difference between one 


The threat of the Spanish Commission- 
ers to withdraw and break up the nego- 
tiations insist upon taking the 
Philippines without paying her for them 
is not serious. It is argued that Spain has 


if we 


nothing more to lose, and that therefore 
she may well let us take what she can- 
not withhold, and “appeal to Europe.” 
Such an appeal would have the same 
fate with all the other appeals she has 
made. If she refuses to give us title we 
would simply take possession, and use so 
much force as might be necessary to 
“evercome the Spanish garrisons, which, 
of course, would be compelled to surren- 
der, in view of her helplessness to sup- 
port them. That we should pay for what 
so many of us regard as a bad bargain 
for nothing would seem to almost all of 
us a quite preposterous proposition. It Is 
not rendered less preposterous by the 
fact that the Philippines would be even 
more of an elephant on Spanish hands 
than on ours. 


THE CANAL RASCALS. 

Does any sane man doubt that if Judge 
Van Wrck is elected ‘Governor he will 
turn out the thieving Republican canal 
deepeners and smash their ring? Will he 
not have the most powerful imaginable 
motive for putting as many as possible of 
them in the State prison; the desire, that 

\ is, of winning public confidence and ap- 
tion In a high degree? 
v. TiLpEN'’s pursuit of the Tweed 
thieves made him Governor. His 


pursuit of the canal ring thieves made 
him the Democratic candidate for Presi- 
dent. Nobody has forgotten that great 
example of popular trust and admiration. 
centring upon a public officer who had 
exhibited great zeal and diligence in 
bringing to justice the rascals who had 
stolen the people’s money. But let no 
man forget that the rascals TILDEN pur- 
sued were his political enemies. TWEED 
had opposed him in the party, and at 
last, in his coarse and brutal way, ha 

given him a public and mortal insul 

which TILDEN could neither forget nor 
forgive. TwWrEep was doomed from that 
day. The biggest canal rascals were Re- 
publicans. ; 

Every consideration, personal and po- 
litical, will urge on Gov. VAN Wyck to 
be swift and stern in his dealing with 
the Republican vanal thieves. No consid- 
eration of any kind will hold him back. 

With Gov. RoosPVELT, on the contrary, 
the most powerful considerations will be 
those that restrain. VAN Wyck will build 
up his party by dragging this corruption 
into the light. RoosEVELT will destroy 
his party if he touches it. A Democratic 
Governor might open the way to the 
Presidency by a triumphant campaign 
against the corruptionists. A Republican 
Governor who attacks GEORGE ALDRIDGE 
and the other powerful Republicans who 
are responsible for the canal scandal 
must abandon all higher ambitions. He 
may smash the canal ring, but he will go 
out of politics at the end of his term just 
as BLAcK goes out on Jan. 1. 


There is nothing but ROOSEVELT’s na- 
tive dislike of unworthy public servants 
that would prompt him to make war on 
the canal rascals of his party. But how 
much of that dislike remains? He is 
making his campaign in strange compan- 
ionship—PLaTT. ALDRIDGE, WOODRUFF. If 
he can be on such good terms with Re- 
publican maladministration in the cam- 
paign, what reason have we to expect 
him after election to turn upon his pres- 
ent intimate associates with sudden aus- 
terity? 

There is a deadly certainty of doom 
for the canal rascals if VAN Wyck is 
elected. There is very grave doubt wheth- 
er ROoOSEVELT’s big “if” wouldn’t blind 
his eyes all through his term. If any 
voter wants the canal frauds punished 
he will vote against his intent if he votes 
for ROOSEVELT. 

THE FIGHTING CANDIDATE. 

It is quite impossible to say to what 
extent the meeting held under the man- 
agement of the Irith-American Union at 
Cooper Union on Saturday evening was 
attended by Democrats. The most con- 
spicuous Irish-Americans at the meeting 
were PATRICK EGAN, MICHAEL KERWIN, 
Gen. JAMES R. O’BEIRNE, and JOHN T. 
McDonovcH. These men are all ardent 
Republicans. Mr. Purroy was there, but 
he has long been in open rebellion against 
Tammany. 

Mr. PaTRickK EGAN, we do not know 
upon what authority, made, however, 
this statement: 


*“T can state now from positive informa- 
tion that no Republican sjnce JAMEs G. 
BLAINE [applause] has ever réceived so large 
an Irish-American vote as will be cast at 
this election for Col. [Ap- 
plause.] 


The Irish-Americans cast*a tremen- 
dous vote for Mr. BLAINE in 1884. Right 
here in New York they very nearly made 
him President. But it happened that 
tens of thousands of Republicans, not 
having confidence in Mr. BLAINE, voted 
for CLEVELAND. That saved the Presi- 
dency to the Democrats. The secret rea- 
sons which caused the Irish-Americans to 
turn in such surprising numbers to Mr. 
BLAINE have never been revealed. It was 
no secret, however, that he had greatly 
endeared himself to them by his fondness 
for twisting the tail of the British lion. 
Those were the days of the home rule 
agitation, and Irish politics were often 
mixed up with our politics. 

Mr. explained that the Irish- 
Americans love and admire THEODORE 
ROOSEVELT because there is combined in 
him ‘all the broad liberalism of JAMES 
G. BLAINE with the courage and dash of 
Fighting PHL SHERIDAN.” The fact 
which he stated first of all in his recital: 
of Col. ROOSEVELT’s virtues was this: ‘‘ A 
year ago he manfully spoke out against 
We re- 


ROOSEVELT.” 


EGAN 


an obnoxious British alliance.” 
member that Mr. EGAN spoke out against 
that, The wisest, most respected, 
and most trusted Americans spoke out 
for it, and the country welcomed the 
understanding between 
England and ourselves with cordiality 
and enthusiasm. Mr. EGan and Col. 
ROOSEVELT agreed in thinking that it 
would be obnoxious and a bad thing. 

We think Mr. EGAN exaggerates the 
drift of the Irish-Americans to Rooss- 
VELT. We think, furthermore, that the 
qualities of the Republican candidate 
that dazzle Mr, EGan will cost him the 
votes of two scber-minded Republicans 
for every Irish-American vote he gains 
by them. This is a peace-loving commu- 
nity. It has earnestly favored closer 
relations with England because it feels 
that a firm understanding between the 
two countries for the furtherance of 
their common interests would be a guar- 
antee of peace. It is not helpful to Col. 
ROOSEVELT in his campaign to have it 
made known that he has won the ad- 
miration of Mr. EGAN by opposing an 
understanding with England, and to 
have it said in almost the same breath 
that he has “the courage and dash of 
Fighting PHIL SHERIDAN.” The juxta- 
position of ideas is unfortunate—in a 
peace-loving community. 

Mr. ROOSEVELT presents himself as a 
great fighting man, an unlimited expan- 
sionist, a believer in keeping the flag 
wherever it has been planted, and in 
maintaining a big army and a powerful 
navy. He is presented by Mr. EGan 
as the foe of closer relations for peace 
with our close kin beyond the sea, and 
as a man of notable dash. Mr. ScHuRz 
said the other day that a very large 


too. 


proposed close 


n n p f voters were afraid of Rooss- 

VELT for these very reasons. We think 

Mr. ScHuRz wae right. 
a 


WILL MR. M’KINLEY YIELD: 

The Executive and General Commit- 
tees of the National Civil Service Re- 
form League evidently fear that the re- 
ports about the first “step backward” by 
President McKINLEY have foundation. In 
the respectful but very plain letter signed 
by all the members of these committees 
these reports are referred to as “persist- 
ent rumors,’’ but there would be no ‘‘so- 
licitude’”” regarding them if they were 
thought to be unfounded. 

The league has always been a very 
careful and conservative organization; 
among the signers of this letter are men 
of all parties; the strictest impartiality 
has been firmly maintained toward the 
President, whatever his politics may 
have been, in whose hands the law places 
substantially the whole system of regu- 
lating appointments, and to this rule Mr. 
McKINLEY is no exception. This letter 
of friendly but earnest protest is, there- 
fore, one, we should say, that he cannot 
disregard, especially as it is accompa- 
nied by a brief but comprehensive state- 
ment of facts relating to the positions 
reported to ke included in the change 
contemplated by the President. 

Up to the present time the history of 
the merit system in the Federal service 
has been, since the passage of the pres- 
ent law, fifteen years ago, one of steady 
advance. The law defined the general 
principle that appointments and promo- 
tions should be made, so far as prac- 
ticable, on open competition and proba- 
tion. It left almost wholly to the discre- 
tion of the President the determination 
of how far and how fast this principle 
should be applied. Including Mr. Mc- 
KINLEY, the Presidential office has been 
held during this period three times by 
a Republican and twice by a Democratic 
President. Not one of Mr. McKINLEy’s 
predecessors failed ,to extend the merit 
principle; he himself, since taking office, 
has sustained and advanced it in impor- 
tant features. If now he shall reduce its 
scope and exempt from its operation 
large humbers of places, on what possi- 
ble ground can he base his retreat? 
Every advance has been made, after care- 
ful inquiry, on the strongest evidence 
that it was for the good of the service, 
and this evidence has been conclusive 
in direct proportion to the honesty and 
good sense with which the service has 
been administered. It is not to be as- 
sumed that Mr. McKINLEY. has secured 
trustworthy evidence that these ad- 
vances were mistaken, that the service 
will be better if they are abolished, and 
that the old system, with its possible 
favoritism and corruption, will be more 
efficient and less costly. And he must 
know that this “step backward’”’ will de- 
light every foe of the reform and dis- 
courage those who have counted him 
among its friends. 

Another thing. not mentioned in the 
letter of the league, the President may 
well consider. During the next year he 
will be called upon, in one way or an- 
other, to select a large number of ap- 
pointees, or to provide for their selection 
by those he shall appoint, to take part 
in the civil administration in Cuba, in 
Puerto Rico, possibly in the Philippines. 
The work cannot and will not be done 
wholly by the army; with the utmost 
service from the army, civilians will be 
needed to aid its officers. Will Mr. Mc- 
KINLEY find his task easier, will he be 
able to do it better, if he now abolishes 
as to a large part of the service the fair 
and practical tests imposed by the rules, 
and opens the way to party and personal 
pressure? To say nothing of his ease, 
will such a change promote the peace of 
his conscience? 


VOLUNTEERS AND GARRISONS. 

Every American citizen ought to take 
notice of the complaints of the people of 
Puerto Rico against the American vol- 
unteers who have been detailed to gar- 
rison Ponce. There are five Spanish news- 
papers in the town, and they all tell, with 
variations, the same story. The volun- 
teers abuse citizens, insult women, and 
steal property. They are far more griev- 
ous and oppressive to peaceable citizens 
than were their Spanish predecessors. 

It is incredible that all the newspapers 
should make the same complaints unless 
the complaints were well founded. More- 
over, there is nothing intrinsically in- 
credible in the complaints. They are just 
such complaints as have come from 
Chickamauga, from Washington, from 
all American cities in the neighborhood 
of which large camps of volunteers have 
been established. The volunteers are 
young Americans, presumably of aver- 
age good behavior when they are at 
home, But they are removed beyond the 
reach of all the influences which restrain 
them at home. They have no respect for 
local opinion, and, as for fear of the po- 
lice, they are themselves the police, They 
are in the condition of KIPLING’s recruit: 


He’s lost his gutter-devil; he ’asn’t found 
his pride. 


All recruits are like that, The differ- 
ence is that in armies the young recruit 
is surrounded with seasoned _ soldiers 
and commanded by experienced officers. 
Discipline takes the place of the individ- 
ual self-respect which in time it rein- 
forces” But where men and officers are 
all recruits alike, where officers no more 
know their business than enlisted men, 
the body of recruits does not become a 
regiment. It becomes and remains a mob. 
Discipline and fighting converted the vol~ 
unteers of 1861 into an army by the Sum- 
mer of 1862. But if they had had an army 
to meet instead of another mob they 
would never have lived to become sol- 
diers. 

That the garrisoning of a foreign coun- 
try can be,intrusted to volunteers without 
failure and shame is a delusion which no 
experienced soldier cherishes and which 
it behooves members of Congress to get 
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out of their heads ag fast as they can. 
There is no way of supplying this re- 
quirement except by providing, in the first 
place, for a sufficient number of officers 
who have learned their business, and 
then by putting them in charge of men 
who have not taken up soldiering for a 
campaign, but have enlisted as regutars, 
In no other way can we garrison our new 
dependencies. 


THE DUPUY MINISTRY. 


Considering the present state of France, 
divided as it. is on two great questions, 
one of national, the other of interna- 
tional, importance, M. Dupuy has drawn 
together a remarkably strong body of 
Ministers. MM. Dupuy and pe FReEyct- 
NET are former Premiers of France and 
ardent Conservative Republicans, and 
MM. Lockroy, DELCASsE, PEYTRAL, and 
VIGER are continued in office, holding the 
portfolios they had charge of under M. 
Brisson. Then, too, MM. De.cassy and 
PEYTRAL are pronounced colonial expan- 
sionists. 

All this is very significant. The weight 
of international issues will fall upon 


those in the Cabinet who are either con- 
servative or have had pronounced suc- 


cess in shaping the Tonkin and Mada- 
gascan policies—that is, in the eyes of 
their countrymen—and all six are well 
versed in Ministerial usages and experts 
in their own departments. 

Of course, some persons will attach im- 
portance to the fact that it was during 
M. Dupvy’s last term as Premier that 
DREYFUS was disposed of; still, the per- 
sonal concerns of the prisoner of the Ile 
du Diable are now beyond the jurisdic- 
tion of the executive power, and the 
cause cél/#bre may be considered dead as 
far as the Cabinet is concerned. In fact, 
M. Dupuy has taken extreme care to 
avoid suspicion by appointing a very 
worthy, honest, but not extraordinarily 
brilliant man Minister of Justice. 

But there is no mistaking the signifi- 
cance of such names as Dupuy, DE FREY- 
CINET, LockKRoy, DELCAssE, and Prr- 
TRAL; and that GUILLAIN holds the port- 
folio for the Colonial Office can only 
mean that he is doing clerk’s work until 
M. Risot finds it worth his while to take 
it out of his hands. 


All things considered, it is a Cabinet 
that cannot fail to claim respect on the 
part of the people of France, for, while 
not exactly homogeneous on questions of 
domestic utility, it gives every promise of 
being united on larger and particularly 
on international issues. 


——It is very terrible, of course, that the 
Cuban statesmen now gathered at Man- 
zanillo should, with respect to the distribu- 
tion of offices, show little regard for com- 
petency in the abstract, and much regard 
for partisanship in the concrete. But why 
should Gen. Woop be “ discouraged” by 
this feature of the Cuban situation? Surely 
it could not have had for him either the 
force or the horror of an unfamiliar display 
ef human folly. Unless he has been 
strangely unobservant, he must have seen 
at least a few exemplifications of the same 
thing right here at home, and therefore he 
should have been prepared for it in Cuba. 
Gen. RABI wants the Mayoralty of Man- 
zanillo for one of his own followers, though 
he cannot say a word against the present 
holder of the position as a Mayor or ag a 
patriot, though he admits that the man is 


-beyond criticism in every way but one, and 


that a way which does not concern the ful- 
fillment of his official duties. What of it? 
Has Gen. Woop forgotten that we New 
Yorkers, flowers of wisdom and of virtue 
that we are, retired Col. WARING to private 
life, despite all he had done for us and 
despite all he would certainly have done? 
Does Gen. Woop forget the excuse for that 
retirement? 
A Plausible Swindler. 


To the Editor of The New York Times: 

I hope you will print the following state- 
ment. It may help your readers to be on 
their guard against ingenious swindlers: 
Last Wednesday a man called on me to 
find a boarding place for a month for a 
deaf-mute girl aged fourteen, coming by 
steamer from the South, to stay till a 


relative should arrive from Europe to take 
her to Chicago. I directed him to a deaf- 
mute widow and her sister, who had a 
comfortable home. The woman called on 
me the next morning with a check of 
$50, which the man had paid her, saying 
she had given him $5 in change. The check 
proved worthless. No deaf-mute girl ap- 
peared. The whole thing was a fraud from 
beginning to end. [ restored the $5 to my 
deaf-mute friend from the charity fund of 
our society, and felt indignant that a 
plausible man should get money in such 
a way. THOMAS GALLAUDET, 

General Manager of the Church Mission to 

Deaf-Mutes. 
New York, Oct. 30, 1898. 


NUGGETS. 


One Bad Effect 
Tight lacing makes a spendthrift of a 
woman. Sne waists her substance.—New 
Orleans Picayune. 


In the 
Snipper—That Simugegins 
thing he lays his hands on. 
Snapper—Sort of an imperialist, eh?—Rox- 
bury Gazette. 


Cause and Effect. 

A man of short stature gives as a reason 
for his stunted growth that he was brought 
up as a child on condensed milk.—New 
York Observer. 


Before and After, 
Singleton—Before she married 
wife was always very pensive? 
Benedick (sidly)—Yes; but she’s ex-pen- 
sive now.—Brooklyn Life. 


The Real Ordeal. 


‘T hear he refused to take chloroform 
when he was operated on.” 

‘Yes; said-he’d rather take it when he 
paid his bill.’”"—Detroit Journal. 


Fashion, 


grabs every- 


you your 


ON ALL SAINTS’ DAY. 


Emma E. Brown in Christian Register. 


It is the feast of saints to-day— 

Of those sweet souls who bore alway 
With valiant heart life’s heavy cross, 
And counted all their gain but loss 

For His dear sake whose seal and sign 
Now crown their brows with light divine. 


But not alone for those who rest 

In Paradise, serene and blest, 

Our thoughts to-day. Nay! we would seek 
With laurels, too, the toilers meek 

Who walk beside us on the road, 

Yet never murmur ’neath their load— 

The “angels with us unawares ’’— 

In spite of life’s tormenting cares. 

Dear household saints! we know them well, 
Though church or canon may not tell 

Their name and place. Ay! writ -above 
Their deeds of brave, unselfish love 

Shall stand forever in that Book 

On which the heavenly seraphs look. 


Sweet saints above! sweet saints below! 
On this, your day, we humbly pray 

To us the wondrous secret show, 

The sacrifices manifold 

Whereby life’s dross is changed to gold, 
Whereby with radiance divine, 

Our own dull souls at last may shine 
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|DRAMATIC AND MUSICAL 


Mb, Sothern as a Colonial Patriot, 
- aJealous Husband, and a Fop. 


JULIA ARTHUR AS CLORINDA 


‘ 
*“* A Colonial Girl” at the Lyceum and 


“A Lady of Quality” at Wal- 
lacks—Opera in English. 


Mr. Sothern’s new piece is bound to draw 
well the remaining three weeks of his en- 
gagement at the Lyceum Theatre, if only 
because of Miss Harned’s delightful por- 
trayal of the country maiden in Act I. and 
the variety, picturesquenesgy, dramatic force, 
and theatrical suspense of the last act. 

“A Colonial Girl’’ was written by Grace 
L. Furniss and-Abby Sage Richardson, and 
it sets forth a romantic story of love and 
jealousy, patriotism and heroism in the 
town of New York in 1776. The first act is 
a trifle too sudden in its transitions from 
one mood to another, perhaps, but it is 
coherent, and the scenes between Mr. Soth- 
ern and Miss Harned are full of spirit. 
When the young woman sits at the spinnet 
and presents her harsh stepmother’s ideas 
of the duties of a virtuous matd with an 
improvised musical accompaniment, the 
victim of countless “first nights” realizes 
that here, at least, is a new touch in 
comedy. 

If this first act is Miss Harned’s, (and her 
acting is sympathetic and charming and as 
natural as possible throughout,) the last act 
is as surely Mr. Sothern’s. He is a Yankee 
patriot, whose house is in possession of the 
redcoats, while he is condemned as a spy. 
He emerges through a secret passage, capt- 
ures at pistol point a lisping fop, dons the 
fop’s clothes and hair powder, and, with a 
price on his head and his wife’s good name 
in danger, plays the fool at a soldiers’ sup- 
per party, only to throw off his disguise at 
the proper moment, avenge his honor, and 
escape, with his wife, from British fury. 

Much more need not be said this morn- 
ing except to express regret that the sec- 
ond act of the new play is not quite up to 
the mark, and that while the authors sure- 
ly lack neither a true sense of humor nor a 
command of pretty sentiment, their scenes 
of supposedly comic relief are hardly satis- 
fying. But the acting of Mr. Buckstone as 
an irascible old fellow and of Mr. Selten 
and Miss Warren as the customary pair of 
fool lovers was entirely too violent last 
night, and such defects ought. to be easily 
removed. 

The scene representing the commodious 
hall and staircase of a Colonial house, rich- 
ly provided with siamming doors, is quite 
in Mr. Unitt’s best style, while the dresses, 
uniforms, appointments, and light effects 
are as well ordered as usual under Mr. 
Sothern’s eye. 

Godfrey Remsen H. Sothern 
Jack Osborne.........+.+e++eee+e.--Morton Selten 
Sir Henry Danvers....<....... Cc. P. Flockton 
Giles Owen Fawcett 

Rowland Buckstone 
Captain Anthony Lovelace..Arthur R. Lawrence 
SOME TOOMMLOTE. oc cc peces cscs Marshall Stedman 
Lieutenant Kent Roydon Erlynne 
Lieutenant Percy...................-Norman Parr 
Lieutenant Ellis............0.- George E. Bryant 
Lieutenant Eaton J. Collins 
Sergeant Ncakes Daniel Jarrett 

Brinsley Shaw 
Virginia Harned 
Rebecca Warren 


Lady Sarah Keteltas.. 
Eleanor Moretti 


Lady Judith Danvers 


ARTHUR’S ENGAGEMENT. 


“A Lady of Quality ” on View Again 
at Wallack’s. 


Julia Arthur began her second annual en- 
gagement in this city as a star actress at 
Wallack’s last night, with every sign of 
popular appreciation. She stands well in the 
esteem of this public, and she deserves to. 
Her natural talent has been strengthened by 
arduous and patient study, well directed, 
her measure of acquired skill has grown 
greatly within a very few years. Her pos- 
session of rare’ personal beauty, a rich, 
strong voice, and an artistic temperament, 


was never doubted, but the habitual the- 
atregoer has seen her quickly develop from 
an ambitious but crude novice to a finished 
artist. 

Clorinda, the complex heroine of Mrs. 
Burnett’s play called *‘ A Lady of Quality,” 
the réle in which she was so successful last 
season, was the medium of her reappear- 
ance last night. Nothing need be said of it 
now in the way of review beyond a few 
words of reference to the most striking in- 
cidents of the play. Miss Arthur uepicts the 
hoyden in breeches now, as she did former- 
ly, with a little less of sympathy and pow- 
er, perhaps, than she reveals in portraying 
the trusting woman, wronged and cast 
aside, whose ambftion and strength of char- 
acter save her from ignominy. The scene of 
the killing of John Oxon, and the passages 
that lead up to it are acted with great 
force and facility, but the rebuke to Oxon 
in the old garden is still the single episode 
of Mrs. Burnett’s play and Miss Arthur’s 
performance that lingers most vividly in the 
memory. 

Duke of Osmonde 

Earl of Dunstanwolde.. 
Lord Humphrey Ware 
Lord Eldershawe 


JULIA 


...-White Whittelsly 
-...-Horace Lewis 
.-Albert Brown 
.W. J. Thorold 
..J. H. Arnold 
ie L. J. Fuller 
Sir John Oxon S. Hart 
Sir Jeoffrey Wildairs.........+.-- T. B. Bridgeland 
Sir Christopher Crowell Joseph Allen 
Sir Harry Granvillle...............Edgar Dawson 
Sir Joseph Grumble Herbert Fortier 
Chaplain to Lord Twemlow Robert McWade 
Dick Hardy B 
George Canninge George N. Foster 
Jenifer Moriarty 
wady Betty Tartillion..... Ethel Knight Mollison 
Annie Wildairs.......ccssceeeess Florence Conron 
Mistress Wimpole Marie Bingham 
Clorinda Wildairs.....esceeeeeeeeeeecs Julia Arthur 


“ ROMEO AND JULIET” SUNG. 


Gounod’s Popular Opera in English at 
the American Theatre, 


Any one who does not believe that a tenor 
can hold his left arm out for five minutes 
without exhaustion should have seen Will- 
iam Lavin as Romeo at the American The- 
atre last night. It was a veritable tour de 
force of endurance on the part of Mr. Lavin 
and patience on the part of the audience. 
This remarkable feat was performed at the 
beginning of the balcony scene in an Eng- 
lish version of Gounod’s ‘“‘Romeo and 
Juliet,” given by the Castle Square Opera 
Company. The curtain rose immediately 
after the opening chords of the preiude, and 
revealed Mr. Lavin standing in the glow of 
the green calcium. He stood there motion- 
less through the whole prelude. Who in- 
vented this new stage business? It is no 
matter. But he should beware of original- 


ity. 

The performance was generally notable for 
that painstaking endeavor which character- 
izes all the productions of the Castle Square 
Opera Company. There were new and hand- 
some scenes, suitable and sufficiently rich 
costumes, and a general effort to present the 
opera in an apropriate style. The chorus 
as usual contributed a large share toward 
the success of the effort. The orchestra 
was very bad, indeed. There are not nearly 
enough strings in it to give the proper 
color to such a score as that of ‘‘ Romeo 
and Juliet,’’ and, as an illustration of this, 
the attempt to play the fugato passage in 
the introduction to the opera resulted in 
absurdity. These are matters of grave im- 
portance to the continued existence of the 
Castle Square enterprise. If it f to attain 
permanency, it must have three—or at least 
two—prime requisites of a stock opera house, 
namely, orchestra, chorus, and ballet. And 
the greatest of these is orchestra. 

The principals in last night’s performance 
had a hard struggle. ‘‘ Romeo and Juliet” 
is a difficult work to give with the delicate 
grace and poetic refinement necessary to 
its proper interpretation. The rough-and- 
ready methods of a stock company which 
learns a new opera every week or two will 
hardly answer. Furthermore, in its English 
garb, ‘‘Romeo and Juliet’’ is neither Bar- 
bier and Cane nor Shakespeare, neither 
French nor English. That the interpreters 
of the principal parts should have failed in 
their characterization was to be expected. 
What, for example, could Mr. W. G. Stew- 
art do with an essentially French Mercutio 
translated into cheap English? 

As Juliet Yvonne de Treville was accept- 
able and nothin’ more, though she got as 
much applause for a forced delivery of the 
waltz song as ever Patti won for it in New 
York. Mr. Lavin’s Romeo was of a rueful 
countenance and a oe faye style of song. 
Mr. Chase was really good as Capulet, 
though he lacked distinction of bearing. But 

- it is hardly profitable to particularize. It 


is enough to say that the performers were 
conscientious, and that the large audience 
appeared to be highly pleased. 


The Season of German Plays. 


The usual 
performances opened at the Irving Place 
Theatre last evening. A large, serious, and 
patient audience saw presented for the first 
time in this country a comedy called “ Cir- 
cusleute,’’ (Circus People,) the work of the 
brothers Schénthan. An English version of 
he comedy was once placed in rehearsal at 


Jaly’s, and it is evident that the histrionic 
eatures of the third act of the piece, if not 
the dialogue, were incorporated in ‘“ The 
Circus Girl,’ which attracted large audi- 
ences to Daly’s for some time. 

It is said that ‘‘ Circusleute ” has enjoyed 
much success in Vienna and Berlin, Unless 
the companies that have played it at these 
European capitals possessed the unusual 
power of hypnotizing their audiences, the 
proclaimed success is hard to account for. 
The audience last evening was very indul- 
sent, Applause was not wanting, but when 
it was injected it simply weleomed a famil- 
iar face. As praise it was meagerly distrib- 
uted, and then only as a slight token of 
appreciation for the player who was toiling 
most lustily. Anna Braga, who is as comely 
and sprightly as ever, and von Seyffertitz 
sustained the two most prominent roles. 


Chauncey Olcott's Return. 


Chauncey Olcott always gets a rousing 
welcome when he reappears after an inter- 
val, at the Fourteenth Street Theatre. Mr. 
Rosenquest’s popular west side playhouse 
was crowded to the doors last night, when 
Mr. Olcott came into view in the first act 


of ‘‘ Sweet Inniscarra.’’ The play itself re- 
quires no notice now, and never did call for 
very serious criticism, for it is not an ambi- 
tious work or a strikingly original one. But 
it is Irish romantic drama, and the species 
is still very popular, and Olcott appears 
in it as a good, brave, purposeful young 
man, who sings many ballads tunefully, 
makes love to a pretty woman effectively, 
and bears priva.rions manfully. The piece 
is well staged and the supporting company 
is competent. 


Still Another “ Cyrano.” 


Another English translation of ‘‘ Cyrano 
de Bergerac ’’ was acted in this city yester- 
day at the Third Averue Theatre. This is 
a cheap ‘‘ Cyrano,’’ reserved seats costing 
hardly more than the car fare expended in 
getting to and from the theatre. The title 
role is borne by M. Doré Davidson, who has 
long flattered Mr. Mansfield by imitating 
him, at a respectful distance. 


Message from Mlle. Calve. 


Maurice Grau, who arrived in this city 
from Europe on Saturday, said there was 
much doubt as to Mile. Calvé’s coming to 
this country during the approaching season 
as she was very anxious to take a year’s 
rest in the south of France, but since his 
departure for Chicago, yesterday morning, 
Frank Sanger, Mr. Grau’s representative in 
this city, received a cable message from 
Mile. Calvé, in which she says: ‘* Do not 
bother about journal reports. If health per- 
mits, will sing in America. Will not sing in 
Paris before next Spring.’’ Mr. Sanger is 
confident that Mlle. Calvé will sail for 
America on Dec. 14. 


Carl Loewenstein Retires. 


Carl Loewenstein, who directed the As- 
toria subscription concerts under Anton 
Seidl last Winter and was to have given the 
Astoria concerts and also the New York 


Orchestra concerts, is unable to continue 
on account of ill-health and the lack of in- 
terest shown in his enterprises this season. 
Mr. Loewenstein is suffering from nervous 
prostration, and his affairs are in the hands 
of Julius Lehman. He will endeavor to 
carry out his contracts, but the New York 
Orchestra and Emil Paur, who conducted 
the Astoria concert Saturday night, will 
be under a different management. The As- 
toria concerts will be given, and all arrange- 
ments opened by Mr. Loewenstein are to be 
carried out by a manager to be selected by 
Emil Paur. 


Theatres and Music Halls. 


HARLEM OPERA HOUSE.—" Yankee 
Doodle Dandy ’”’ was creditably presented. 

MURRAY HILL THEATRE.—The stock 
company gave an efficient performance of 
Joseph Derrick’s comedy ‘ Confusion.”’ 

SAM T. JACK’S.—The two burlesques are 
continued, and the olio includes Paulo and 
Dika, Hanley and Parvis, Etta Victoria, 
and several others. 

COLUMBUS THEATRE.—The stock com. 
pany revived Steele Mackaye’s adaptation 
of Sardou’s ‘‘ Andrea’’ under the title of 
‘In Spite of All.” 

PROCTOR’S PLEASURE PALACE.— 
Robert Hilliard heads the bill, presenting 
“The Littlest Girl.’’ The others are Bes- 
sie Bonehill, Kara, the Nawns, while the 
balance of the bill throughout was inter- 
sasting. 

KOSTER & BIAL’S.—With the introduc- 
tion of the Hawthorne sisters in their new 
operetta, entitled ‘‘ Lily of Laguna,’’ con- 
siderable life has been infused into the bill. 
‘“*Sir Andy de Bootjack,’’ the Cyrano bur- 
lesque, and ‘‘ In Gotham”’’ continue. 

GRAND OPERA HOUSE.—“* Tempest 
Tossed,’’ a new comedy drama, was given 
its first New York performance last 
night. The story is of that melodramatic 
character that appeals to the gallery, and 
each of the four acts has one or more 
scenic pictures which are good specimens of 
the scenic painter’s art. The company tells 
the story of the play in a clever manner. 

KEITH’S UNION SQUARE THEATRE.— 
The biograph reproduced scenes at the 
coronation of the Queen of Holland. The 
other features are Harry Woodruff in a 
smart comedy entitled ‘‘ A Bit of Instruc- 
tion,”” Mr. and Mrs. Charles T. Ellis in a 
new play entitled ‘‘ An Artist’s Dilemma,”’ 
Giacinte Della Rocca, the violinst; Her- 
bert’s performing dogs, and the Metweef 
troupe 

PROCTOR’S THEATRE.—The = simple 
ballads, ‘‘Comin’ Thro’ the Rye” and 
‘“* Robin Adair ’’ were the selections of Miss 
Attalie Claire for her vaudeville début yes- 
terday, and they were received with marked 
favor. The vaudeville programme which 
preceded Miss Claire’s appearance was 
made up of Maggie Cline, John W. Ran- 
sone, Milton and Dolly Nobles in the com- 
edy ‘‘Why Walker Reformed,’ Caron and 
Herbert, and many others. 


THE DEATH OF HELEN FAUCIT. 


She Acted with Macready in the First 
Performances of Bul- 
wer’s Plays. 

LONDON, Oct. 31.—Helen Faucit, (Lady 
Martin,) the celebrated English actress, who 
retired from the stage many years ago, 

She was born § in 1820 and was mar- 
in 1851 to Sir Theodore Martin, K. 





is 
dead. 
ried 

oe. § 


Helen Faucit came of a theatrical fam- 
ily. Her mother, known on the English 
stage early in this century as Mrs. Faucit, 
and her sister, Mrs. Bland, were both 
actresses of repute. Helen Faucit herself 
occupied a prominent place in the English 
theatre from her début in the Richmond 
Theatre Royal, in 18383, when she was 
scarcely more than thirteen years old, until 
long after her marriage with Sir Theodore, 
then Mr. Martin, in 1851. Her last appear- 
ance on the London stage was probably at 
the Lyceum Theatre, in 1876, when she act- 
ed for one night only with Henry. Irving 
in her husband’s well-known adaptation to 
English verse of ‘‘ King Réné’s Daughter,” 
by the Danish dramatist, Henrik Herz. 
Irving later produced another version, by 
W. G. Wills, of this little drama, called 
‘“‘Tolanthe,’’ with Ellen Terry as the blind 
heroine. 

In July, 1837, she appeared with Macready 
as principal actress in his new venture as 
manager of Covent Garden. This experi- 
ment lasted two years, and Miss Faucit 
‘“‘created’”’ the r6dles of the Duchesse de 
la Valliére in Bulwer’s play, so named; the 
Countess of Carlisle in Browning's ‘“ Straf- 
ford,’’ Pauline Deschappelles in ‘‘ The Lady 
of Lyons,” (a réle which the ‘‘ Thunderer ”’ 
next day accused her of ‘ overdoing ’’—a 
charge since brought by critics agaiust 
some thousands of her successors in the 
ee and Julie de Mortemar in ‘“ Riche- 

tes 

Sophronia in Gerald Griffin’s ‘‘ Gisippus,”’ 
and Miss Tresham in ‘A _ Blot in the 
Scutcheon,” by Browning, were among the 
parts teken by Miss Faucit with Macready 
in his second managerial experiment at 
Drury Lane Theatre, which began in 1842 
and also lasted two years. Her repertory 
at this time also included Julia in ‘‘ The 
Rivals,’’ Angelica in Congreve’s ‘* Love for 
Love,”” and many other famous characters 
of comedy as well as tragedy. 

Between Macready’s two terms of man- 
agement she had acted with him at the 
Haymarket Theatre, ‘“ creating’’ the rdle 
of Clara Douglas in ‘‘ Money,”’ and she ap- 
peared with the famous tragedian also in 


fourd, Knowles, Serle, Marston, and 
Troughton. In 1845 she and Macready ap- 
peared in Paris, at the Salle Ventadour, as 
Othello and Desdemona, Hamlet and 
Ophelia, Virginius and Virginia, Macbeth 
and his wife, Lear and Cordelia, before the 
Court of King Louis Philippe. 


season of German dramatic 
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| good deal out of doors. 


WHAT IS DOING IN SOCIETY. 


Yesterday’s brighter weather and stimue 
lating cool airs were a great relief from the 
gloom of Saturday and Sunday, and made 
a marked change in the social aspect of the 
fashionable up-town avenues and streets, 
There was quite a hegira of well-known ~ 
people who went to Tuxedo for the Friday — 
night dance and who remained over 
Sunday at that resort, and the Ast 
Delmonico’s, and Sherry’s were well fill 
with gay parties at the luncheon and dinner ~ 
hour. The first en of a new play at the 
Lyceum Theatre ought more people 
town from Hempstead and other suburbs at 
evening, and the city for the first time as- - 
sumed an atmosphere like that of the Win- 
ter season, 

=,* 

There’ will be a certain flowing back in 
the tide from the city to the country after 
to-day, as the social programme for the 
week in town is not particularly well filled 
with events. Even the weddings, which 
have been so numerous this Autumn, have 
fallen off in number, and there are few an~ 
nounced for this week. Next week, how- 
ever, the wedding bells will ring more loudly 
again, and there will be the marriages of 
Mr. George Ryer and Miss Harriet M. Riche 
ards, of Mr. Fuller Griggs and Miss Carolyn 
Cowles Lee, of Mr. Robert G. Mead and - 
Miss Elsie Cleveland, of Mr. John Gelstom 
Floyd and Miss Elizabeth Wells, of Mr. F. 
P. Delafield and Miss Elsie Barber, of Mr. 
William Fahnestock and Miss Goetchius, 
ana of Mr. George C. Kellogg and Miss . 

race Olyphant, to be celebrated in town, 
and of Mr. Beverley Robinson and Mis 
Madeleine Wall at New Brighton, S. I., and 
of Mr. George X. McLenahan and Miss 
Caroline Duer at New Haven, Conn. These 
weddings will be virtually the last of the 
Autumn weddings of importance, for those 
of Mr. Livermore and Miss Brooks, of Mr. 
Burr and Miss Hayden, and of Mr. Post and 
Miss Hoppin will not be celebrated until De- 
cember, and must therefore be classed as 
Winter weddings, 

,* 

To-day will bring the weddings of Mrs 
Benjamin Blossom and Mrs, Minnie P. C. 
Meyer, at the residence of the bride, 844 
Fifth Avenue, and of Mr. Ernest Sarasin of 
Basel, Switzerland,-and Miss Anna Vonders 
muhll, daughter of Mr. Alfred Vondermuhll 
of this city, at the Fifth Avenue Presby= 
terian Church. Mr. Blossom is a widower 
and formerly lived in Brooklyn. Mrs. 
Meyer is the widow of Mr. Howard Meyer 
and a granddaughter of the late John Petti- 
grew. Mrs. Meyer’s little daughter, Miss 
Ellen Meyer, will be one of her mother’s 
two bridesmaids, the other being Miss Anna 
Jarvis. Miss Vondermuhll will have six 
bridesmaids at the church wedding. They 
will be Miss Burbank, Miss Janeway, Miss 
Drake, Miss Robert, Miss May Neeser, and 
Miss Julie Vietor. They will all wear gowns 
of white mousseline de soie, draped over pale 
green. Miss Emeline Husler of Basel, @ 
cousin of the bride, will be the maid of 
honor. Mr. John G. Neeser will be Mr. . 
Sarasin’s best man, and his ushers will be 
Messrs. Albert Baumann, Wilson Drake, 
Edmund Robert, Arthur Lenssen, and John 
L. Wilkie. The small reception which will 
follow the ceremony will take place at Mr. 
Vondermvhll’s residence, 211 West Forty- 
second Street. 

*,* 

Among those sailing on the Kaiser Fried- 
rich to-day are Mr, and Mrs. Frederic 
Allien, Mr. Hartman K. Evans, Mr. Frank- 
lin Freer, the artist; Mr. and Mrs. Frank 
W. Jones, Miss Jones, Mr. J. G. Oxnard, 
Mrs. Irving M. Scott, and Dr. and Mrs. W. 
C. Warren. Mr. and Mrs. Allien are return- 
ing to France after a brief visit to Mrs. 
Allien’s parents here. She was Miss Mabel 
Estelle Curtis. a t 

* 


A Spanish town would just at present 
seem to be rather a curious place for an 
American girl to choose for her marriage, 
and yet Miss Ida Sickles, daughter of Gen. 
Daniel Sickles, was married in the small 
town of Irun, Spain, to Mr. D. E. M. Crack- 
anthorpe, Secretary of the British Embassy 
to Madrid, on Saturday. It will be re- 
called, however, that Miss Sickles is half 
Spanish, her mother, whom Gen. Sickles 
married while American Minister to Spain, 
having been a native of Madrid. Mrs. 
Crackanthorpe has spent most of her life 
in Spain, and is not well known in New 
York, 

+,% - 

Among the arrivals at the Holland House 
yesterday were Mr. and Mrs. Charles Sooy~ 
smith, from Green Farms, Conn., and Mrs. 
E. C. Newbold and Miss Newbold.. At the 
Astoria there were registered Mr. and Mrs. 
Peter Stuyvesant Pillot, who were married 
in St. Louis last week, and Mr. and Mrs, 
Arthur Childs of Boston. Mr. and Mrs. 
Pillot will remain here permanently, hav- 
ing completed their honeymoon tour. 

s,s 

The departure of Mr. Duncan Elliot for 
Ponce, Puerto Rico, where it is said he in~ 
tends to go into business, is made the text 
of more or less attempted sensational sto- 
ries ag to the suit for separation which 
it is understood was brought against him 
by Mrs. Elliot some time ago. Mr. Elliot’s 
departure has no special significance, and 
no bearing at this time upon this suit. 

+,* 
Invitations for the Wednesday cotillions, 
which are to be held at Sherry’s on 
Wednesday evenings, Dec. 7, Jan. 4 and 25, 
and Feb. 8, have just been issued. There are 
few changes in the list of patronesses, pa- 
trons, and governors, who will be as fol- 
lows: Patronesses—Mesdames Algernon 
Sydney Sullivan, William L. Trenholm, 
William Barbour, Samuel Spencer, Robert 
Nicol, George L. Nichols, Oliver L. Jones, 
and John B. Lawrence; Patrons—Messrs. 
Hugh S. Thompson, W. Hunt_Tilford, Wille 
iam L. Trenholm, Charles A. Deshon, T. M. 
Logan, A. B. Gwathmey, James Swann, 
Samuel! Spencer, William Toel, Robert C. 
Myles. John B. Lawrence, Oliver L. Jones, 
Robert E. Lee Lewis, Russell Bellamy, 
Francis G. Landon, Archie M. Quarrier, WwW. 
De H. Washington, Edward H. Kidder, 
Theodore H. Price, Schuyler S. W heeler, 
Hugh R. Garden, H. M. Hawksworth, and 
James Lindsay Gordon, and Governors— 
Messrs. George H. Sullivan, James L. John- 
son, E. Hope Norton, Henry M. Brookfield, 
Minturn Post Collins, Gano S._ Dunn, de 
Clifton Edgar, Julien J. Mason, Francis Be 
A. Junkin, H. S. Marshall, John C. Breck- 
enridge, and Heth Lorton. 

*.* 
The celebration of the golden wedding of 
Judge and Mrs. Roger Pryor, which will 
take place on Tuesday afternoon, has been 
the occasion of a visit from Paris to this 
city of Mrs. Pryor’s youngest daughter, Mrs. 
Dodge, who was Miss Fanny Pryor. Mrs. 
Dodge brings with her a young son born in 
Paris this last Summer and named after his 
grandfather. She will be a guest of her 
parents at their residence, 83 West Sixty. 
ninth Street, for several weeks. 

*,* 
A cablegram from Melton Mowbray in one 
of the morning newspapers conveys news 
which appeared in this column three weeks 
ago. Mr. James Van Alen was reported 
then as having taken Coventry House, the 
country seat of the Elliot Zborowskis, for 
the hunting season. Mr. Van Alen has been 
in this country the greater part of this Au- 
tumn... The Misses Van Alen will stop with 
their father at Melton Mowbray this Win- 
ter. Mrs. Zborowski will go to the Contle 


nent. 
*.* 


When the Cornelius Vanderbilts close the 
Breakers, which they will do for a fortnight 
during their visit to Mr. and Mrs. McK, 
Twombly this week, the Summer colony of 
Newport will be almost entireiy scattered, 
Mr. and Mrs. Arthur Kemp, Mrs. Cutting 


and Mr. William Cutting, and Mr. and Mrs, 
H. D. Burnham wil] remain until the holi- 
days. Mrs. C. H. Baldwin left yesterday 
and closed Snug Harbor, and Mr. and Mrs. 
W. Watts Sherman, Mrs. William Post, and 
Mr. and Mrs. Samuel F. Barger were among 
the departures of last week. \ 

#28 \ 

* \ 

In London the rumor of the engagement of. 

Mrs. Colgate to Lord Strafford is fully bee 
lieved, although there exists no official con- 
firmation. It has been freely canvassed 
there for some time, and it is said that" 
every one was wondering at the delay in the 
formal announcement, as the marriage is to 
take place so soon. It will be very quiet 
according to the London authority, and i 
will take place in Paris. Mrs. Colgate has 
not yet sailed for the other side. 

*,* 

One of the invalids who is rapidly recove 

ering health is Mrs. Ronalds, who had @ 


very serious illness last Autumn. She was 


forgotten plays by his contemporaries, Tal- | at Spa for some time, and became so muck 


that she was able to be @ 


From Spa she went 
to stay with Baron and Baroness Oppen- 
heim, near Cologne, and last week she was 
at the Hotel Ritz, in Paris, and was to nave 
left there for her own house in Cadogan 
Place some time in November. Her som 


stronger there 





QZorillarad Ronalds, went abroad a few 
_‘weeks ago to visit his mother. 

. *,* 

Fashionable London seems to be divided 
between the racing at the various country 


The St, Nicholas Skating Rink in this city 
has not yet begun its fashionable mat- 
inées. In a few weeks, however, the 
Mondays will be all the fashion, as they 
were last year and two years ago. There is 
much admiration expressed at the different 


i - costumes worn by Lady Randolph Church- 


“iil, who seems to have any number of 
- gowns and hats. At Newmarket she wore 
t ack with a black velvet jacket and a pur- 
le velvet hat, while Lily, Duchess of 
arlborough, had on a long gray coat and 

a veil with extremely unbecoming gold 

pots. Lady Colebrook, who had just lost 

er house and jewels by fire, wore a long 
lue coat and blue toque. At the end of the 
reek, there was the opening of the skat- 

season at Niagara, at which Lady Ran- 
olph Churchill was most becomingly 
owned in red and brown, and then there 
as the unveiling of a bust of her late 
usband. and she relapsed into the proper 
ourning ag2in. 

*,* 

Every Autumn the cleaners, the sweepers, 
e painters, and such folk give the Brad- 
y Martin mansion, on West Twentieth 
treet, a thorough overhauling. A week or 
wo following the Marshall Roberts resi- 

dence, on Fifth Avenue, is treated to a 
similar process. Every time this is done 
/ there is a long narrative printed about 
Mrs. Vivian and the Bradley Martins re- 
turning to New York. This, however, is 
Mrs. Brailey Martin’s year, and she may 
possibly honor the city with a visit, and 
give some wonderful entertainment. At 
present, after a long series of house parties 
at Balmacaan, she is in London for a little 
while. She appeared at the premiere of the 
Garrick Theatre in a box with her daugh- 
ter, Lady Craven. A contemporary dis- 
misses the party by stating that “‘ Lady 
Craven is Mrs. Bradley Martin’s daughter, 
and although she does not possess the 
same gorgeous jewels as her mother, she is 
always very smart and generally wears 

retty diamonds and pearls. She married 
word Craven about five years ago, and once 
gave a dance which was very successful. 

*,* 

By a singular mistake in the notice which 
Was made in this column yesterday of the 
golden wedding of Mr. and Mrs. Evart Jan- 
sen Wendell it was stated that young Mr. 
Evart Jansen Wendell of this city was 
dead. He is very much alive, and has no 
intention just yet of ‘ crossing the river. 
The error was made in confounding him 
with a relative. 


~ 
*, 


The Princess Wrade, who is due here 

next week on one of the foreign ships, is 
gaid to be the mother of Kuhne Beveridge, 
the sculptor, and divorced wife of Charles 
Coghlan, the actor. Mrs. Beveridge, who 
*thad married en secondes noces a German 
lof title, has been reported to have again 
cast over her weeds and to have obtained 
a noble third husband. Miss Beveridge at 
lone time was reported to be engaged to 
James G. Blaine, Jr. 


Among the Americans who have recently 
registered in Paris are Mr. and Mrs. E. F. 
Dickinson, who were at the Hotel Binda; 
Mr. and Miss Clarke, at Maurice; Mr, and 
Mrs. Thomas Huger Pratt, who have been 
in the Engadine all Summer, and who were 
at the Hotel Castiglione on their way home- 
ward; Clarence Andrews, who was at the 
Hotel Albe, and who will return very short- 
ly and arrange some new vaudeville and 
musical performances for this Winter; end 
Mrs. J. R. Lothrop of Boston. Mr. G. G. 
Howland was in London, where were also 
Mr. and Mrs. J. S. Kennedy and Mr. and 
Mrs. Henry Sanford on their way back to 
New York. 


*,* 


There has been some query as to whether 
the Tuesday Evening Club will be in exist- 
ence this Winter. The craze for musical 
and intellectual amusements has somewhat 


run its course. Mrs. Astor will be, as usual, 
at the opening of the subscription con- 
certs on Thursday evening, at the Waldorf- 
Astoria, and Mrs. Oliver H. P. Belmont 
and Mrs. E. J. Berwind will occupy their 
accustomed boxes, but the desire for mu- 
sical entertainment with the rank and file 
of society will remain dormant until the 
gpening of the opera. 


A DAY’S WEDDINGS. 


: Chapman—Wright. 
_ The marriage of Miss Beatrice Wright, 
@aughter of the late E. Kellogg Wright, 
former President of the National Park 
Bank, and Mr. George Chapman took place 
yesterday at noon in Trinity Church. The 
bridegroom is the son of Mr. and Mrs. 
George D. Chapman, who for the last few 
years have made their home in Italy. The 
ceremony was performed by the Rev. Dr. 
Morgan Dix. Miss Mary Soper was maid 
of honor. There were three bridesmaids— 
Miss Alice Watson, daughter of Gen. and 
Mrs. Thomas L. Watson; Miss Leslie Bright, 
and Miss Theodora Comstock of Rome, N. 
Y., a cousin of the bride. Mr. William G. 
Hibbard of Chicago, a classmate of the 
bridegroom, at Harvard, ’92, was best man. 
‘ The ushers were Mr. Albert Huidekoper of 
Meadville, Penn.; Mr. John Hubbard, and 
Mr. S. Brinkerhoff Thorne. The bride was 
gowned in white satin and lace. Her tulle 
veil was fastened to her coiffure with orange 
blossoms. A large spray of the same flower 
adorned her corsage. She carried a bouquet 
of lilies of the valley and ferns, softened by 
a fullness of white tulle. The maid of 
honor and the bridesmaids wore similar cos- 
tumes, Their gowns were of white mousse- 
line de soie, over white silk, and finished 
with lace. A large bow of narrow wired 
ink satin ribbon was worn by each as a 
eaddress. At the left shoulder of the 
gowns pink rosettes were fastened. Similar 
ones finished the tops of the pointed lace 
trimming at the right sides of the skirts. 
The altar of the church was decorated 
with pink and white chrysanthemums. 
absence of other decorations seemed to ac- 
cord with the dignity of old Trinity. 4 re- 
ception followed at the house of the bride’s 
mother, in West Fifty-eighth Street. 


Redgrave—Robert. 


Announcement is made of the wedding of 
Miss Corinne Robert and Passed Assistant 
Engineer De Witt Clinton Redgrave, United 
States Navy, on Wednesday last at® the 
country residence of the bride’s father, at 
Haworth, N. J. The ceremony was per- 
formed by the Rev. Dr. Joseph T. Robert, 
an uncle of the bride. Miss Portia Robert 
sister of the bride, was maid of honor. and 
Clarence V. Fowler best man. Mrs. Red- 
grave is the daughter of Col. Henry M. 
Robert, Corps of Engineers, United States 
Army. 


A WEDDING IN SAVANNAH. 


Gen. Gordon’s Daughter Married to a 
British Peer’s Son. 


SAVANNAH, Ga., Oct. 31.—The social 
event of the Winter in Savannah was the 
marriage at noon to-day 
Gcrdon and Rowland 
Miss Gordon is the 
Gen. William W. 
Rico Evacuation Commission. 
is the youngest son of 
Stoneleigh, Warwickshire, 
London. 

The marriage was celebrated in 
Episcopal Church, the ceremony being per- 
formed by the Very Rev. and Hon. James 
Leigh, Dean of Hereford Cathedral. assist- 


ed by the Rev. Robb White, the rector of 
the church. 


London. 
daughter of 
the Puerto 

Mr. 


Leigh of 
youngest 
Gordon of 


Baron 


and resides in 


Gordon home. Miss Alice 
Jersey was maid of honor, and Miss Marion 
Thompson of Marion, Penn., and Miss 
Elizabeth Parker of Washington, cousins 
of the bride, were bridesmaids. 

the out-of-town guests were 
. Thompson and son of Phila- 
delphia, Mrs. Richard Wayne Parker of 
New Jersey, Miss Cassatt and Miss Wood 
| ef Philadelphia, Miss Styles of Etowah 
> -Ciiffs, Julian McGill of Chicago, and Vance 


} © MeCormick of Harrisburg, Penn. 


Tenderloin Back to Jefferson Market. 
A majority of the members of the Board 


| of Magistrates at last night’s meeting voted 


_ to transfer the police business of the Nine- 
teenth, or Tenderloin, Precinct from the 


’ West Side Police Court to the Jefferson 
\ Market Police Court, from which it was 
taken last July. Of late the business trans- 


acted in the Jefferson Market Police Court | 


en very small, owing to the fact that 

0 of the stations reporting therein are 

the midst of the business district, while 

Tenderloin, added to the already «on- 

ed West Side Court, made the routine 
of the latter court very arduous. 


has be 


| a monument erected on 


The | 


of Miss Mabel | 


Leigh | 
Leigh of | 


Christ | 








MASO’S ADVICE TO CUBANS 


Address from the President of the 
Provisional Administrative Coun- 
cil to the Military Assembly. 


LINE OF ACTION SUGGESTED 


Urged that Prompt Arrangements 
Should Be Made for Paying Troops 
“Getting the Country 

Into Working Order.” 


and 


SANTIAGO, Oct. 31.—Sefior Baltolome 
Maso, President of the Cuban Provisional 
Administrative Council, has issued an ad- 
dress te the delegates now in attendance 
at the Military Assembly at Santa Cruz del 
Sur, in which he says: 

“The Cubans accepted the assistance of 
America, although not knowing exactly 
what were the American aims, just as they 
would have accepted he!p from any country 
in their fight against Spain. As the contest 
progressed, the Cubans in the field were 
gratified to hear of a solemn declaration by 
the United States Congress regarding the 
intentions of the American Government and 
the path it would follow in the Spanish- 
American war. 

“America came to our help to compel 
Spain to relinquish her sovereignty over 
Cuba, in order that the Cubans themselves 
might be placed as promptly as possible in 
possession of the island, might assume the 
administration of its affairs, and have a 
government of their own. 

“Therefore, the Cubans agreed to co-op- 
erate with the Americans, to obey the or- 
ders issued by American Generals, and to 
help in all possible ways to establish a 
Cuban Government wherever the Ameri- 
cans took possession. Though America did 
not recognize the Government of the Cu- 
bans in terms, it was well understood that 


the Cubans would not on that account 
abandon their organization, but that, on the 
contrary, the time would come when such 
recognition would be granted. Indeed, it 
was asserted to our Cuban representative 
by one of the most distinguished members 
of the United States Government and also 
by members of the United States Senate 
that, in order to do away with any obstacle 
that might hinder the United States in go- 
ing into the fight for the cause of Cuban 
independence, recogniticn of a Cuban Gov- 
ernment must come later.. 

** Nevertheless, it has not been possible to 
establish direct relations between the Cu- 
ban and American Governments for the 
transaction of public business, although the 
general character of our relations through- 
out the war was friendly. But we have now 
reached a time when, even more than in the 
days of fighting, it is incumbent upon all 
Cubans to show true patriotism, and, while 
making every expression of gratitude to 
America for having given Cuba freedom 
and independence, to make prompt arrange- 
ments for paying off the Cubans now in 
arms and for getting the country into work- 
ing order.” 


WANT THEIR ARMY DISBANDED. 


Cuban Military Delegates Also Favor 
Dissolution of the Insurgent Gov- 
ernment, It Is Said. 


HAVANA, Oct, 31.—Advices received here 
from Santa Cruz del Sur say that a majori- 
ty of the representatives of the Cuban Army 
at the meetings held there are in favor of 
the dissolution of the Cuban insurgent Gov- 
ernment and the appointment of a commis- 
sion to go to Washington for the purpose of 
thanking the American Government for its 
intervention in favor of the Cubans and to 


put themselves at the disposition of the 
Washington authorities, so as to enable the 
latter to develop their programme without 
any hindrance. Tne Cubans are also said to 
be in favor of the disbandment of the in- 
surgent army. 

The Cuban delegates who have been in 
session at Santa Cruz del Sur are expected 
to continue their sessions at Marinac. 


AMERICAN CAPITALISTS IN CUBA. 


Congressman Dalzell and Others In- 
spect Properties—Propored Railroad. 


SANTIAGO, Oct. 31.—Congressman John 
Dalzeli of Pittsburg, Penn., who arrived 
here last Friday night, came with a party 
of capitalists connected with the Pennsyl- 
vania Railroad. These gentlemen have been 
inspecting properties in Santiago and the 
vicinity with a view to large investments 
and a railway franchise for a line between 


| Santiago and Havana. 


Before leaving for Havana to-day by the 
United States transport Panama, Mr. Dal- 
zell expressed himself as most favorably 
impressed by what he had seen and the 
possibilities of the region, though he de- 
clined to give any particulars regarding con- 
templated investments. 


Ask Protection for a Grave. 


HAVANA, Oct. 31.—This afternoon the 
Spanish Evacuation Commissioners sent to 
the Hotel Trocha for the American Com- 
missioners a note describing the location of 
Cabanas Heights 
over the grave of a Corporal and ten Span- 


ish soldiers who greatly distinguished them- 
selves in the ten years’ war, and requesting 
that when the island is turned over to the 
Cubans provision be made that the graves 
be respected. 


Punished for an Advertisement. 


HAVANA, Oct. °31.—Manuel Negrin, a 
Spaniard and a native of the Canary Isl- 
ands, has been arrested for advertising in a 
manner which offended the Spanish officials 
here. Negrin, who owns a grocery store in 
the Calzada del Monte, had printed adver- 


tisement cards bearing a colored Cuban flag. 
These cards were distributed in the streets, 
with the result that Negrin has been locked 
up in Morro Castle since Thursday last. 


Evacuating Puerto Principe. 


HAVANA, Oct. 31.—To-morrow the Span- 
ish Commissioners will notify the Amer- 


icans that the entire Province of Puerto 
Principe will be evacuated between Nov. 10 


and 20. ia 
KEEP AWAY FROM PUERTO RICO. 


This Is the Advice of Consul Hanna to 
Americans Looking for Work. 


WASHINGTON, Oct, 31.—A report from 
Mr. Hanna, American Consul at Puerto 
Rico, received by the Assistant Secretary 
of State, will be of interest to persons con- 
templating migration to that island. In his 
report Mr. Hanna says: 

‘“‘T am eonvineed that young men seeking 
work or positions of any kind should not 
come to Puerto Rico. Such persons as 
clerks, carpenters, mechanics, and laborers 
of all grades should stay away from Puerto 
xs American should come to Puerto 
Rico expecting to strike it rich, and no per- 
son should come here without plenty of 


money to pay board bilis and enough to 
take him baek to his home in the United 


After the wedding there was | States. 
@ breakfast, followed by a reception at the | 


Parker of New | densely populated country 


“This is a small island, has a population 
of about a million people, and is the most 
in the world. 
There are several hundred thousand work- 
ing Puerto Ricans ready to fill the vacant 
jobs and at a low price. 

“There may come a time after the laws 
of the United States are applied by Con- 
gress to this island that this will be a good 
place for American capital and for Amer- 
icans to do business, but even then a man 
should have plenty of money who expects 


| to make a business success in Puerto Rico. 


“I deem it important that the depart- 
ment cause this suggestion to be made pub- 
lic through the newspapers of the country.” 


VIEWS OF PUERTO RICANS. 


Resolutions Adopted by Delegates to 
be Forwarded to Washington. 


SAN JUAN DE PUERTO RICO, Oct. 31.— 
The resolution adopted at yesterday’s pub- 
lic meeting of delegates from the chief 
towns of the island, comvened to consider 
and draft recommendations to the United 


States Government regarding ,the necessi- 
ties of Puerto Rico, will be handed to 


. 
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United States Special Commissioner Carroll, 
who will transmit them to Washington. + 

The original proposal was to send to 
Washington one commission to represent 
all the interests of the island; but as this 


does nct seem to meet with general favor, . 


the talk now is of several commissions to 
represent the different parties and localities. 
jenapotccnilithieeichaganieciinertoete . 


COLORADO TROOPS AT MANILA. 


They Cable that They Are Reluctant 
to Serve Garrison. 


DENVER, Col., Oct. 381.—The following 
cablegram .was received to-day from the 
regiment of Colorado Volunteers, in service 
at Manila: 


To Gov. Adams, Congressional Delegates, and the 
Press of Colorado: 

Providing peace is declared, regiment earnestly 
desires recall, Rations insufficient; 15 per cent 
aick. Cheerfully remain for fighting; reluctant 
oO serve garrison. Answer. 

ONE THOUSAND’ COLORADO VOLUNTEERS, 

NAPOLEON GUYOT, Chairman. 


Gov. Adams immediately telegraphed the 
cablegram to the War Department. He 
said: ‘I do not think the situation is quite 
as bad as the cablegram would indicate. 
Fifteen per cent. of the regiment sick is 
not a very large number.”’ 


Investigating Lieut. Bell’s Case. 


The court of inquiry appointed to investi- 
gate the charges of professional unfitness 
for promotion made against Lieut. J. A. 
Bell, junior aide to Réar Admiral Bunce, 
by Commander Eaton of the Resolute, met 
yesterday at the Brooklyn Navy Yard. The 
court was organized, with Capt. Ludlow of 
the battleship Massachusetts as President. 
It was decided to hold the hearings behind 
closed doors. Lieut. Bell and Commander 
Eaton were on hand yesterday, as were 
pearty all the officers on duty on the Reso- 
ute. 


Sailing of Cruiser Buffalo Delayed. 


The cruiser Buffalo will not sail for Ma- 
nila until to-morrow or Thursday. Her 
start has been delayed because of the neces- 
sity of loading her with additional supplies, 


the number of sailors she is to transport to 
Manila to fill vacancies in Admiral Dewey’s 
fleet having been increased from 300 to more 
than twice that number. 


POWERS MAY DEFY CHINA. 


The German Minister Has Proposed 
that They Jointly Take Posses- 
sion of a Railway. 


PEKING, Oct. 31.—Baron von Heyking, 
the German Minister to China, has proposed 
to the representatives o? the powers at 
Peking a joint uccupation of the railway 
from Shan-Hai-Kwan, Province of Pe-chi-li, 


to Peking, thus securing communication 
with the coast, unless the Chinese Govern- 
ment promptly withdraws its troops to a 
safe distance from the line. 

The Empress Dowager, it is reported, has 
ordered the Kang-su troops to Peking to 
serve as a protection against a possible 
movement on the part of Gen, Yuan-shik- 
kai, who she believes is using the foreign- 
drilled force under his command, in’ the 
neighborhood of Tien-Tsin, in collusion with 
the foreign envoys. 





JAPAN’S CABINET RESIGNS. 


Unable to Agree as to a Minister of 
Education, 


YOKOHAMA, Oct. 31.—The whole Cabinet 
has resigned, the Ministers being unable cto 
agree upon the question of filling the port- 


folio of Education. Thus the first attempt 
at party government in Japan has proved 
a failure. 

It is probable that the next Cabinet will 


_be a coalition of Liberals and clan leaders. 


POLONSKI, THE POET, DEAD. 


Their Most 
Elegant Versifier. 


ST. PETERSBURG, Oct. 31.—Polonski, 
the celebrated Russian poet, died yesterday. 


Regarded by Russians as 


Since the death of Nicholas Nekrasoff, 
who died in 1877, Polonski had been regard- 
ed by literary Russians as their most ele- 
gant versifier. Of recent years he had not 
written much, though he occasionally con- 
tributed an exquisite lyric to the Viestnik 
Yevropi (European Messe1g:2r). 


THE PARIS EXPOSITION. 


Commissioner Peck Is Allowed More 
Space for This 
PARIS, Oct. 31.—The United States Am- 
bassador, Gen. Horace Porter, this morn- 
ing presented Mr. Ferdinand W. Peck, the 
United States Commissioner to the Paris 
Exposition of 1900, and the latter’s col- 
leagues to President Faure. 

The French Presidént at the audience 
most cordially promised to do everything 
possible to meet the views of the American 
commission, and this evening Commissioner 
Peck was notified that 5,000 additional feet 
of space had been allotted to the United 
States, making a total of 40,000 additional 
feet set apart for the United States. 

Mr. and Mrs. Peck, accompanied by 
Lieut. A. C. Baker, United States Navy, of 
the Commissioner’s staff, start for London 
to-morrow, on their way to the United 
States. Prof. Benjamin D. Woodward, the 
Assistant Commissioner, remains here. 


Country. 


A Ship Captain Dies at Sea. 


MONTEVIDEO,, Oct. 31.—The American 
ship R. R. Thomas, which sailed from Man- 
ila on April 25, and from Hongkong on 
May 22, for Boston, Mass., in command of 
Capt. Blanchard, put in here to-day and re- 
ported the death of her Captain. 





Ex-British War Secretary Dead. 

LONDON, Oct. 31.—Gen. Sir Edward Lu- 
gard, ex-Under Secretary of State for War, 
is dead. He served in the Afghan and Sikh 
wars, the Punjab campaign of 1848, and the 
Persian war of 1856. He was in his eighty- 
ninth year. 


Meeting. 


Canadian Commission 


WASHINGTON, Oct. 31.—The meeting in 
this city of the Canadian-American Commis- 
sion to settle differences between the United 
States and Canada has been postponed until 
Nov. 10, 


A CLASH BETWEEN COURTS. 


Conflict of Federal and State Author- 
ity in West Virginia. 


CHARLESTON, West Va., Oct. 31—A seri- 
ous clash between Federal and State judicial 
authorities is expected here. 

Maynard F. Stiles, attorney for Henry C. 
King of New York, obtained from the 
United States court for this district an in- 
juction to inhibit the Sheriff of Logan 
County from selling the land of his client 
for taxes. Judge Doolittle of the Circuit 
Court for Logan County issued a rule 
against Stiles for contempt. After hearing 
Stiles’s answer to the ruling, Judge Doo- 
little committed him to jail to remain there 
until injuction proceedings in the Federal 
Court were dismissed, 

Stiles was placed in the county jail. An 
application was made to Judge Jackson for 
a writ of habeas corpus, which Judge Jack- 
son issued, and a deputy marshal was sent 
to bring Stiles before the Federal Court. The 
Sheriff and jailer refused, under instructions 
from Judge Doolittle, to deliver the prisoner 
to United States officers. Judge Jackson was 
asked to issue a writ of attachment against 
the Sheriff and the jailer, the effect of 
which would be to bring these officers with 
their prisoner, before the Federal Court, 

Attorney General Rucker of this State re- 
quested Judge Jackson to delay issuing the 
writ until he could communicate with Judge 
Doolittle, which judge Jackson agreed to do. 
If Judge Doolittle refuses to give up the 
prisoner an attachment will issue, and if the 
United States officers-are resisted United 
States troops may be called on to suppress 
the rebellion. 


Died While Driving a Pair of Horses. 


PATERSON, N. J., Oct. 31.—Theodore 
Perry of Acquackanonck Township, while 
driving behind a spirited team of horses 
from his home to this city this morning, 


died of heart disease. The horses ran away 
and dashed down Marshall Street, this city, 
ata gallop, with Mr. Perry’s body in the 
wagon. They were finally caught by a po- 
liceman. Mr. Perry was a township Com- 
mitteeman and prominent in Republican 
politics in his township. He was a veteran 
of the civil war. 


WAR INVESTIGATION 


‘Commissioners Told that Chicka- 


mauga’s Water Was Bad and 
Its Hospitals Filthy. 


COL. LEONARD’S TESTIMONY 


New York Commander Had to Pay for 
Medicine and Shoes for His Men 
—Many Other Complaints 
Made. 


LEXINGTON, Ky., Oct, 31.—Gen. Dodge, 
Col. Sexton, and Dr. Connor, of the War 
Investigating Commission arrived here this 
morning and started for the camp at 11 
o’clock. Dr. Connor made an inspection of 
the division hospital, while Gen. Dodge and 
Col. Sexton made a tour of the regimental 
camps. 

Major Gen. James H. Wilson, now com- 
manding the First Army Corps, was the 
first witness. He was in charge of the 
First Division, First Corps, at Chickamauga 
Park. He left there with his command 
about July 1, bound for Puerto Rico. At 
Charleston he was kept some two weeks or 
more; he did not know whether it was on 
account of a lack of transports or what. 
Here typhoid broke out, and when he did 
get off he had to leave seventy cases of it 
behind. The disembarkation at Puerto 
Rico, he said, took eleven days, when it 
should have been accomplished in two. 
This, he claimed, was on account of not 
having steam launches, for which he asked 


the department in vain. 
Col. Robert W. E. Leonard, Twelfth New 


York, testified that the surgeon of his regi- 


ment was continually clamoring for medi- 
cine to give the men in quarters. He could 
not secure these, he said, so the Colonel 
spent $500 out of his own pocket for medi- 
cines. Col. Leonard admitted that his men 
were sometimes not sent to division hospi- 
tals because they were so much opposed to 
them. 

“If you would not send your men who 
needed medicine to the division hospitals, 
how can you lay blame for not receiving 
medicine? ”’ asked Dr. Connor. 

“Tf we had sent all our sick men to 
division hospital,’ replied the Colonel, ‘* we 
would have had,no need for our surgeons.’ 

Col. Leonard ‘said che commissary. sup- 
plies. had been good, and so abundant that 
the men could not consume them, in con- 
sequence each company has a_ fund of 
$150 or more obtained by selling superfluous 
supplies. The Colonel complained of the 
Quartermaster’s supplies, especially of 
shoes. He said that he had spent nearly 
$600 out of his own pocket for shoes for 
his men. He said the supplies were issued 
in piecemeal, and frequently the Quarter- 
master’s Department got the requisitions 
‘*bulled up.”’ 


FILTHY HOSPITALS. 


Tieut. Co!. Frank D. Baldwin, Inspector 
General on General Wilson’s staff, and who 
was on General Wade's staff at Chicka- 
mauga, gave testimony concerning the con- 


ditions there. 
‘When the camp was first established 


there,’”’ he said, ‘‘I did not inspect a single 
hospital but what I found it in a filthy 
condition. Reports were made of this to 
the commanding General and improvement 
could be observed for a few days. But in 
a short time matters would get as bad as 
ever. About the time the camp was broken 
up this had been corrected to a large ex- 


tent.’ 

Col, Baldwin further said that he had 
known requisitions to be made frequently 
and not to be honored. This was especially 
true in regard to the Second Division, Third 
Corps. 

Dr. Connor of the commission said: 

“There has been more disgrace brought 
upon the United States hospital system by 
the Second Division, Third Corps, than by 
any other in the service. I can readily see 
how this was, since no sort of attention was 
paid to the complaints made.”’ 

Col. Baldwin said that so far as he knew, 
Gen. Compton, commanding the Second Di- 
vision, only inspected his -ommand on Sun- 
day mornings. and that he did not know if 
either Gen. Compton or Gen. Wade, . the 
corps commander, had inspected the Second 
Division hospital. He knew of one Missis- 
sippi regiment which did not get its cloth- 
ing when it should and suffered greatly tn 
consequence, as the weather was wet and 
nasty. 

“1 do not econsiler Chickamauga Park a 
suitable place for a large number of troops, 
for many reasoa3,”’ said Col. Baldwin. ‘‘ My 
observation was thit sinks could not be 
dug over six feet without striking rock. 
The only water supply was Chickamauga 
Creek. On two occasions observed the 
water entering the pipes td be in exceed- 
ingly bad condition on-aczount of filth and 
refuse. It was explained that the breaking 
of dams caused this. I saw the creek near- 
ly every day and I nev2r saw the water in 
such condition that 1 should have liked to 
drink it. Moreover, the park has entirely 
too much timber. land to make a good 
camp.” 

Col. Baldwin: stated that no such arrange- 
ments were made to take care of the sinks 
as have been made here at Camp Hamilton. 
He said that the ground finally got so per- 
forated with sinks in the timber portion of 
the park that it was really unsafe to ride 
through it; that his horse had gone in up 
to his belly. 


WORST MEN FOR 


Col. Baldwin said it was common com- 
plaint that regiments frequently dumped 
their worst men off om. the hospitals for 
nurses. He said that the camp of the First 
Mississippi was one of the worst he had 
ever seen, largely on account of the leni- 
ency of the Colonel with his men. He stated 
further that there was great difficulty in 
getting Hime, due to the inefficiency of the 
Quartermaster’s Department. On one oc- 
casion, he said, he was notified that there 
was an abundance of time, and he, in turn, 
notified several regimentat © commanders. 
They made’ requisitions, and were given one 
barrel of lime each and notified that that 
was all that could be gfanted them. 

Col. W. K. Caffee, Second Missouri, said 
his regiment did not receive all of its equip- 
ments till a few days before leaving Camp 
Thomas for Lexington. Among the last 
things issued. he said, were the boilers for 
boiling the water, whieh were ordered more 
than two months before, Col. Caffee said 
that sinks could be dug at the Second Mis- 
souri’s camp at Chickamauga only four feet 
deep before striking rock. This, he stated, 
was reported to the brigade commander and 
the Inspector, but no action was taken. He 
had no surgeon and only one assistant sur- 
geon for some time after the regiment went 
to Chickamauga 

** Sick men from my regiment were sent to 
division hospitals, and eould not be received 
because the hospital was already over- 
crowded,’’ said Col. Caffee. ‘‘ We had no 
medicine in the regiment. I visited the hos- 
pital daily while I had men there and I fre- 
quently found the tents unfloored, the cots 
crowded so close together that one* could 
not pass between. The tents were so leaky 
that when it was raining the men in the nos. 
pital had to be covered with ponchos and 
rubber blankets to be protected from a 
drenching. 

‘Dr. Griffith was in charge of the hos- 
pital, and after visiting all the others I con- 
cluded that this was the best conducted one 
at the park. Dr. Griffith and his assistants 
were doing all they could with the means 
at hand. This objectionable condition of af- 
fairs lasted eight or ten weeks. The nurs- 
ing was in many cases objectionable, but I 
came to the conclusion that this was a nec- 
essary evil under the circumstances.” 

Col. Caffee said that his regiment re- 
ceived not only not enough barrels to boil 
the drinking water, but not even enough to 
haul it the four miles necessary, despite 
requisitions made. 


MEDICAL REQUISITIONS REFUSED 


‘““When we could not get men in the di- 
vision hospital on account af its overcrowd- 
ing,’’ said Col. Caffee, ‘‘ we had no medicine 
to give the sick. We made requisitions for 


it and they were returned with this indorse- 
ment from the Chief Surgebn of the corps: 
‘Medicines are issued only to men in divi- 
sion hospitals, and not to {hose in quarters.’ 
In my opinion it was a great mistake to do 
away with the regimental hospitals. But 
had the division hospitals at Chickamauga 
been anything like the one here at Camp 
Hamilton there would :have been no fault 
to find.’’ 

Col. Thomas J. Smith, Third Kentucky, 
said his regiment was not equipped with 
clothing for three weeks after its arrival at 
Chickamauga and not with arms for a 
month. He had no complaint, however, to 
make, as he thought everything possible 
had been done to supply them. He compli- 
mented the Commissary and Quartermaster 
for the supplies received i { command. 

Lieut. Col. D. D. Mitehell, First Teritor- 
ial, testified that although the iment was 
mustered into the service the middle of July, 
it did not receive its arms until about three 
weeks ago. It has we goa all its 
clothing. The men without the 


NURSES. 


blankets on account of rain and the cool 


‘gs They have told us every day for ten 
days,” said Col. Mitchell, “‘ that our stoves 


. would be here to-morrow, but they. have not 


come yet.”’ 

‘Col. William~A. “Pew of the»Highth) Mas- 
sachusetts was called. The principal com- 
plaints he made were of the difficulty his 
regiment experienced in securing medical 
supplies. He said his surgeon would make 
out a requisition and hand it in to. the 
proper officers and they would return it, 
saying there were no supplies, and it was 
of no use to make requisition. Col. Pew 
said that his regiment had difficulty in se- 
curing its wagons at Chickamauga Park. 
He said his'camp grounds were very poor. 

Gen. Dodge stated that the Commission- 
ers hoped to finish their work here by 
Wednesday night, though this will depend 
entirely upon, the expedition with which 
the witnesses are examined. 


CAMP POLAND, Knoxville, Tenn., Oct. 
31.—The war investigating commission con- 
cluded’ the work of its Southern tour here 
to-day, and at 6 o’clock to-night left for 
Washington, expecting to arrive there about 
12 o’clock to-morrow afternoon. It is the 
present intention that the commission shall 


'e to Camp Meade soon after its arrival at 


ashington, and ex-Gov. Woodbury will 
gang to Vermont to take testimony 

ere, : 

The Commissioners devoted the forenoon 
to inspecting the camps and the afternoon 
to taking testimony. hey found a division 
of troops here under the command of Col. 
Kurtz of the Second Ohio, and while they 
had no personal criticism to express 
against him, some of the Commissioners re- 
marked that the command was too large to 
be intrusted to an officer below the rank of 
Brigadier. The transfer of Col. Kurtz to 
the command of the division leaves the bri- 
gade, of which his regiment is a part, in 
command of Col. Young, the colored com- 
mander of the Third North Carolina. 


WATER SUPPLY BAD. 


The first witness before the commission 
was Dr. John (C. ¥. Martin, a contract sur- 
geon from Ohio, who was at Chickamauga. 
He repeated his expressions of opinion that 
the water in the pipe-line system at Chick- 
amauga was contaminated by the water 
from Cave Spring Creek, He said that after 
he had first expressed this opinion, saying 
that at the same time the facts in regard 


to the existence of typhoid were being sup- 
pressed, he had been summoned by Gen. 
Sheridan and told that he must retract im- 
mediately or submit to a court-martial. He 
had then written a letter of retraction, but 
he declared he had done this to promote 
discipline, and not because he had changed 
his opinion as to the pollution of the water. 

Dr. Martin read a statement from the 
pumping station engineer to the effect that 
the new channel of the Cave Spring Creek 
was not completed until Ane 6, and that 
previous to this time the creek emptied into 
Chickamauga River, just above the mouth 
of the in-take pipe of the pipe line system. 
He also expressed the opinion that the Jay 
Mill spring at Chickamauga was contami- 
nated from the surrounding sinks. 

Dr. Park L. Myers, a contract Surgeon 
from Ohio, who was engaged in the hospital 
of the Second Division of the First Corps at 
Chickamauga, differed from most of the 
propositions in his estimate of typfoid. He 
said that while many believed that 90 per 
cent. of the sickness at the camp was ty- 
phoid, he did not believe that more than 20 
per cent. was of that character. He also 
took issue with those who charged typhoid 
to the agency of flies, attributing it to the 
water. He thought most of the disease at 
Chickamauga Park was miasmatic. He said 
it was true that on some occasions it was 
necessary to have patients at this hospital 
lie on the ground for as much as ten hours 
a a time until provision could be made for 
them. 


WASHINGTON, Oct. 31.—The majority 
of the annual reports of the Indian Agents 
to the Commissioner of Indian Affairs are 
of an encouraging nature and indicate a 
progress generally along civilized lines. 
Some of the reports, however, make sur- 
prising statements. 

J. R. Jewell, who is in charge of the New 
York Agency in his report alleges that 
after careful investigation he finds that the 
funds of the Seneca Nation are almost 
wholly absorbed by the officers of the na- 
tion, and that they are in collusion with 
white men for such purpose. Agent Jewell 
says, among other things, in pictyring the 
demoralizing conditions which he charges 
exist: 

‘The Senecas on the Allegany and Cat- 
taraugus reservations are a corporate body 
under the name of the Seneca Nation of 
Indians, and have a common interest in 
the lands of both reservations. From 


among the few of the corrupt dynasty of 
officers a President is elected upon the Cat- 
taraugus Reservation one year and a Treas- 
urer on the Allegany Reservation, and the 
next year a President from the Allegany 
Reservation, and usually the preceding 
Treasurer is elected President and the for- 
mer President elected Treasurer. This has 
been pursued for many years, and, although 
the Indians have endeavored to defeat the 
dynasty that has. ruled them for so long, 
they are unable to do so. 

“The officers notoriously use the funds 
of the nation to purchase the votes of the 
ignorant and illiterate Indians, who on 
election day are always anxious for a small 
sum of money. The better class of Indians 
is not numerous enough to overcome the 
power of those men who have the funds of 
the nation with which to corrupt the 
masses and to perpetuate their dynasty. 
While the Indians are fully aware that the 
governing officers are misappropriating 
their money, they are powerless to help 
themselves.”’ 

Agent Wisdom of the Union Agency, 
dian Territory, in charge of the five 
ilized tribes, makes a strong plea for the 
non-citizen insane persons residing in the 
agency. He says that fhe *“*Kee-Too-Wahs,’’ 
the. men of full-blooded society which led 
the opposition to the Cherokees treating 
with the Dawes commission, are reconsid- 
ering their action, and that an agreement 
with the Cherokees at an early date may 
be possible. The agreement between the 
Creek and Dawes commissions, he adds, 
doubtless will be ratified by the Creek Na- 
tion. 

E. M. Yoorian, who is in charge of the 
Lemhi Agenzy, in Idaho, says: 

“These Indians as a tribe are honest and 
peaceable and _ kindly disposed, but are 
about as degraded and ungrateful a set as 
one finds. They are addicted to gambling, 
horse racing and dancing, and the influence 
of the so-called ‘medicine men’ operates to 
the disadvantage of the tribe. In the 
Agent’s annual report for 1882 on the Lem- 
hi Reservation I find that twenty-nine In- 
dian families were engaged in farming. Fif- 
teen years afterward I can report but forty- 
one following agricultural pursuits, an in- 
crease of twelve, not quite one convert a 
year. 

“It would be unjust not to state that a 
few have farms and keep constantly at 
work trying to establish for themselves 
comfortable nom2s. A ‘najority, however, 
seem to content themselves with their pres- 
ent condition and continue on in the old 
channel, leading a life of idleness and deg- 
radation.”’ 

Agent Fuller of the Blackfeet Agency, 
Montana, referring to the opening of the 
ceded portion under the mineral land laws 
last April, says that prospecting has been 
practically fruitless, and predicts the aban- 
donment of the so-called mineral strip be- 
fore the first of November. 


In- 
civ- 





ROBBED A BANK IN AUSTRIA. 


ST. LOUIS, Oct. 31.—After a chase across 
two continents, Lambert Wilt, teller of the 
Bunglau Savings Bank, at Jungbunzlau, 
Bohemia, with his wife and her aunt, was 
arrested at the Hotel Rosier to-day. He is 
charged with having absconded with 109,000 
guldens, equivalent to $41,420. The arrest 
was made by a Chicago detective at the in- 
stigation of V. Zozomsky, a piano dealer at 
642 Blue Island Avenue, Chicago, who is a 


stockholder and the Western agent for the 
Bunglau Bank, and who had been instructed 
to search for Wilt. 

Wilt has been married one year, and is 
thirty-eight years old. His father is a pros- 
perous merchant at Jungbunzlau. On Aug. 
6, accompanied by his wife and her aunt, 
Blaja Mulloi, Wilt left home on a vacation 
for his health. They traveled through Aus- 
tria and came to America, landing at Ho- 
boken Oct. 13, where he notified his mother 
of his arrival. 

Meanwhile the bank officials had discov- 
ered a shortage of 109,000 guldens and were 
searching for Wilt. His message home gave 
them a clue that he was in America, and 
they notified their Western agent. Wilt 
traveled through the East and finally went 
to Chicago, whence he came here last 
Thursday evening. A detective was behind 
him two days throughout his journeyings. 

The detective arrived here Saturday and 
arrested the party of three to-day. Wilt 
had $100 in United States money, and he 
and his wife both had a large amount of 
Bohemian monev concealed in their clothes. 

Wilt admitted that he took 12,000 guldens, 
but said he did not take the balance of the 
amount credited to nim. He said friends at 
Hoboken had advised him upon landing that 
he was being hunted. 

The detective took the three back to Chi- 
cago at ¥ o'clock to-night. 


JOHN REED HAS .ESCAPED. 


WORCESTER, Mass., Oct. $1.—John Reed, | © 


the: notorious swindler, who was recently 
sentenced to fourteen years’ imprisonment 
for crimes committed in this State, has 
again escaped from justice. 

In company ‘with J. L. Abbott, a keeper 
in the State prison, Reed went: to a local 
hotel last night for a consultation with his 
attorney, Col. Gile. After the conference 
he was allowed to hold a long conversation 
with his wife, and soon after midnight the 
keeper left the room for a few minutes. 


When Abbott returned the prisoner was 
gone. He had taken with him an overcoat 
belonging to the proprietor of the hotel. 

It is believed that Reed left town on a 
train which passes here at 12:29 A. M. for 
New York and the West. The news of his 
escape was immediately’ communicated to 
police officials throughout the country. 


John Reed, alias George ‘Spencer, alias 
John Greenhalge, is known to the police as 
¢he “‘king of the bunko steerers.” It is 
said that he was the head of a gang of con- 
fidence men who formed a_ green goods 
trust, with a capital of $500,000. He has 
been arrested several times, but always es- 
caped by ep cash as security for 
his appearance and never appearing for 
trial. When last arrested, however, he 
failed to deposit the customary bail. ‘ 

Reed was arrested last December at East 
Cambridge, Mass., on the charge of swin- 
dling a Lowell merchant, His friends placed 
$8,000 cash in the hands of the authorities 
on his behalf. He was taken in custody 
soon afterward at Farmington, Conn., and 
personally deposited $2,000 as security for 
his appearance. Soon after he was arrested 
again at Brockton, Mass., where he left 
$7,000 with the officials. In January last, 
just as he was leaving for Europe, Reed 
was arrested at Jersey City and taken to 
Worcester, Mass., where he was ‘“‘ wanted” 
for three cases of swindling. He was serv- 
ing a sentence pursuant to conviction upon 
these charges when he escaped. 

After Reed’s arrest it was found that he 
was residing as a respectable citizen with 
his wife at Plainfield, N. J. He was known 
as George Spencer, a traveling salesman for 
a liquor house. .His wife was. greatly as- 
tonished at the disclosures made concerning 
his career. 

Reed’s gang of swindlers is believed to 
have made $60, out of the unsophisti- 
cated of Indiana, and $22,000 from various 
people in Massachusetts. Reed is supposed 
to be the man who secured $1,200 from a 
farmer in Bridgewater, $6,500 from another 
farmer in Dover, N. H., and $4,500 from a 
merchant of Brattleborough, Vt. He used 
the gold brick,”” the “‘ three-card monte,” 
ouaee ‘shell game ”’ in his efferts to make 


DEATH LIST OF A DAY. 


Mrs, Mary B. Bailey. 


Mrs. Mary Beekman Bailey died yester- 
day morning of Bright’s disease, at her 
home, 118 West Seventy-fourth Street. Mrs. 
Bailey was the daughter of the late Charles 
Scott McKnight. She was born in this city 
on Jan. 1, 1852, and educated here. On 
April 7, 1874, she married Edmund 5S. 
Bailey, a son of Rear Admiral -Theodorus 


Bailey, who was once second in command 
of Farragut’s fleet. Mr, Bailey had been 
a resident of this city for most of her life. 
She was a member of the’ Huguenot So- 
ciety of America, the Holland Dames of 
the New Netherlands, the feminine branch 
of the Society of the Cincinnati, and the 
Mary Washington Chapter of the Daugh- 
ters of the American Revolution. Her hus- 
band and two sons and two daughters sur- 
vive her. The funeral will take place in 
St. Agnes’s Protestant Episcopal Chapel, 
Ninety-second Street near Columbus Ave- 
nue, at 10:30 o’clock to-morrow morning. 
The burial wiil be in Woodlawn Cemetery. 


Joshua G. Hall. 


Joshua G. Hall died at his residence in 
Dover, N. H., yesterday. He was born in 
Wakefield Nov. 5, 1828, was a graduate of 


Dartmouth College, and was admitted to 
the Strafford County bar in 1855. He had 
resided in Dever since 1857. He held the 
office of City Solicitor and was County So- 
licitor, Mayor of the city. in 1866-7, and a 
member of the Forty-sixth and Forty-sev- 
enth Congresses. A son and two daughters 
survive him. 


Obitugry Notes. 


GEORGE H. BONEBRAKE, President of the 
First National Bank of Los Angeles, Cal., 
is dead. He was born in Ohio, and was-a 
pioneer of Southern California. He was 
sixty years old, 

JESSE B. YOUNG, a member of the Produce 
Exchange, and of the firm of J. B. Young 
& Co.; Yonkers,-~N. Y., died at that city 
on Sunday in his fifty-sixth year. Funeral 
services will be held this afternoon at Mt. 
Kisco. 

LEVANT W. 
journalist, died at 


BARNHART, a_ well-known 
St. Luke’s Hospital in 
Denver yesterday. Mr. Barnhart was at 
one time managing editor of The Wash- 
ington Times, and had been connected. with 
Kansas City, St. Louis, and several other 
prominent dailies. He will be buried in 
Denver. 

Dr. SAMUFL WHITE DUNCAN died at his 
home, in Brookline, Mass., late Sunday 
night. He was born in Haverhill, Mass., 
Dec. 19,1838. He was graduated from Brown 
University in 1860. After spending a year 
in Harvard College, he entered, in 1861, 
Newton Theological Seminary, but left in 
a little while to join the Union Army. He 
was Foreign Secretary of the American 
Baptist Missionary Union. 

WILLIAM HYDE, at one time managing 
editor of The St. Louis Republic, died yes- 
terday in St. Louis. He was sixty-two 
years old, and was born at Lima, N. Y. 
During President Cleveland’s first Adminis- 
tration Mr. Hyde was appointed Postmaster 
for St. Louis. After the expiration of his 
service he was called to Salt Lake City to 
assume the editorship of The Salt Lake 
Herald. He had lately resided in St. Louis, 


FRANK TRACY ROBINSON died yesterday 
morning at the Gilsey House of pneumonia. 
He was born in Brooklyn in 1847, and was 
interested in the coal mining business. He 
retired from active work, however, three 
years ago, after having suffered a stroke of 
paralysis. Mr. Robinson leaves a wife and 
one son. His funeral will take place at 9,30 
o’clock to-morrow morning, in. the Prot- 
estant Episcopal Church of the Transfigur- 
ation, on East Twenty-ninth Street. The 
burial will be at Elizabeth, N. J. 


GARRET#ON Morris, fifty-four years old, 
a lifelong resident of Sheepshead Bay. and 
for twenty yvears a police captain there, 
died in St. John’s Hospital, Long Island 
City, on Sunday, as the result of an oper- 
ation for appendicitis performed the day 
previous. Since consolidation Mr. Morris 
had been a Deputy Sheriff ‘n the Sheriff's 
office in the Borough of Brooklyn. He is 
survived by a widow, two sons, and four 
daughters. The funeral will be held at 2:30 
o’clock Wednesday afternoon from _ the 
Sheepshead Bay Methodist Episcopal 
Churenh. 


JOHN H. MASON & SONS FAIL. 





Voluntary Petition in Bankruptcy 


Filed Yesterday at Providence, R. I. 


PROVIDENCE, R. IL. Oct. 31.—John H. 
Mason & Sons filed a voluntary petition in 
bankruptcy to-day in the United States 
District Court. The failure of the firm had 
been expected for some time, as it was re- 
ported to be considerably embarrassed 
financially. The petition shows that the 
liabilities amount to $810,000 and that the 
assets are about $120,000 in real estate and 
personal property and $180,000 in accounts 
against other concerns. 4 

The partners also filed their individual 
petitions in bankruptcy. Eugene W. Ma- 
son’s liabilities are $330,000, with assets esti- 
mated to be but a little over $100,000. John 
H. Mason’s liabilities amount tq $180,000, 
and his assets are estimated at $110,000. 

The embarrassment is assigned to the de- 
pressed condition of the cotton industry, 
together with notes running against time. 
The. firm is interested in mills in Millbury, 
Mass.,,and Rockland, R. I. The mills are 
said to be equipped with machinery of old 
patterns, and so have not been able to en- 
ter into competition with any profit. For 
some years the firm has met with losses. 
None of the notes held against the firm 
have been protested. Most of the paper is 
held here. 


SMOKELESS POWDER EXPLODES. 


SOUTH ACTON, Mass., Oct. 31.—The pow- 
der house of the New York and New-Eng- 
land Titanic Smokeless Powder Company was 
demolished by an explosion just before 11 
o’clock this forenoon. There were twenty 
men employed in the building, all of whom 


escaped in safety with the exception of 
‘hree, who were slightly injured in the rush 
to get out. 

The exact cause of the explosion has not 
been determined, but a few moments previ- 
ous to the trouble the engineer noticed that 
something appeared to be*wrong with the 
machinery, and he shut off steam and gave 
the danger signul In time to prevent loss of 
life. 

The loss is $60,000 doliars. The building in 
which the explosion occurred was about 150 
feet long by 75 feet. wide, and one story in 
height. The structure was almost totally 
demolished and the machinery, including 
the engines and bollerg, were destroyed. 


| ZALLOWE’EN 


| 


ittle Boy Run Dowr by a Cable Car 
; Dies in an Ambulance.’ 
' Nine-year-old Emanuel Cohen of 80 Essex 


Street, while playing Hallowe’en pranks - 


with a crowd of boys in front of 857 Ninth 


Avenue last evening, was struck by south- ~~ 
bound Cable Car No. 371 and died ina 


Roosevelt Hospital ambulance before it 
reached the hospital. The boys had bags of 
flour which they were throwing at one an- 
other, and were running. across the street 
when the car struck the Cohen boy. 

_ He was dragged under the wheels and had 
to be pulled up through the floor of the car. 
The-gripman, Henry Schlies, thirty-three 
years old, of 450 West Fifty-fourth’ Street. 
was arrested and locked up in the West 
Forty-seventh Street Station. 
the accident say that he was in nowise to 
blame, as the boy ran directly in front of the 
car. 


BUSINESS NOTICES. 


Mrs. Winslow’s Soothing Syrup for. Children 
teething, softens the gums, reduces inflammation, 


| allays pain, cures wind colic, diarrhea. 25c. a bot. 


The new collar, 
* SAC.” 


EK. & W. E. & W. 


A.—Carpet Cleansing, T. M. Stewart, 
326 7TH ra Tel. 1.182—88th. Established 1863. 


MARRIED. 


CHAPMAN—WRIGHT.—On Monday, Oct. 31, at 
Trinity Chapel, by the Rev. Morgan Dix, D. D.,. 
Beatrice Orne, daughter of Mrs. and the late 
ti a Wright, to George Chapman of this 


DIED. 


BAILEY.~—After a short illness, on Oct. 31, at her 
late residence, No. 118 West 74th St., Mary 
Beekman, wife of Edmund §. Bailey and 
daughter of the late Charles Scott McKnight... , 

Funeral from St. Agnes’s Chapel, West 92d St., 
Wednesday, Nov. 2, at 10:30 A. M. 


BINSSE.—Suddenly, on Monday evening, Oct. 31, 

— W. Binsse, in the 55th year of her 

Relatives and friends are respectfully invited 

to atend the funeral, from her late residence, 

me ob es Place, on Thursday, Nov. 3, 
a . Mz. ‘ 


CONNELL.—On Monday, Oct. 31, at: her resi- 
dence, 140 Pierrepont St., Brooklyn, Margaret 
Eleanor, beloved wife of James S. Connell, in 
the 66th year of her age. 

Funeral from the Church of the Holy Trinity, 
corner Clinton and Montague Sts., Brooklyn, on 
Wednesday -afternoon, Nov. 2, at 2 o'clock. 

Please omit flowers. 


BEACH —Monday, Oct. 31, Hetty Hart Jarvis, 
— of the late C. Nicols Beach of Newport, 


Funeral service at/the Church of the Good: 
Shepherd, Hartford, Conn., on Thursday, Nov. 3, 
at 11 o’clock. ; 

Newport papers please copy. 


PHELPS.—On Sunday, Oct.-30, in New Bruns- 
wick, N. J., Sarah Eayres, wife of the Rev. C. 
pao and daughter of the late William A. 

Funeral on Tuesday,. Nov. 1,, in St.. John's 
Episcopal Church, New Brunswick, at 10 
— Interment in Trinity Cemetery, New 

ork. 


ROBINSON.—At the Gilsey House, Oct. 31, 1898, 
after _a short illness, Frank Tracy, son of the 
late Francis and Anne L. T. Robinson, in his 
52d year. 

Funeral service will be held at the Church 
of the Transfiguration, Wednesday morning, 
Nov. 2, at 9:30 o'clock. 


STEVENS.—On Monday, Oct. 31,1898, at South 
Orange, N. J., Mary Worth, daughter of Mary 
C. and the late Joseph Olden,’ and’ wife of 
Frederic W. Stevens. 

Funeral service at Trinity Church, Princeton, 
N. J., on Thursday, Nov.- 3, on arrival of 11 
o’clock A. M. train, Pennsylvania R. R., from 
foot Cortlandt St., New York. Friends and 
phe are invited to attend without further 
notice, 


VOGEL.—Suddenly, Monday, Oct. 31, George F. 
Vogel, aged 76 years. 
Funeral services at hislate residence, 265 West 
113th St., Wednesday evening. Nov. 2, at 8 
o’clock. Interment private, 


THE STEPHEN MERRITT BURIAL CO., 
241-243 West 23d St., New York.—Undertakers, 
embalmers, and funeral directors; prompt serves 
ice, day or night Telephone 14-18th St 


DEATHS REPORTED OCT. 31. 


Manhattan and Bronx. 


| Age ;Date 
| Dth. 
. r’rs.| Oct, 
AUL, Leopold, 158 E. 108d St 67. | 39 
PIRKBECK, Leonora, 229 W. ‘ 3 | 2 
BRUM, Edward, 251 E. 39th St...... 
BLOG, Hannah, 238 PB. 84th St 
BRADY, Frank, N. Y. Orphan Asylum} 
BIHLER, Henry A., 200 W. 67th St..! 
BURT, Martha .J., 683 E, 135th St.... 
BROWN, Thomas, Seton Hospital.... 
BURNS, Mary, 700 E. 137th St...... | 
BAUER, Wilhelmina, 203 Avenue B..! 
BAILEY, Mary B. McK., 118 W. 74th. 
CLIFTON, John C., 365 W. Boulevard. 
COYLE, Margaret, 219 W. 60th St... 
CHUNG, Fook, 10 Pell St | 
CONCKLIN, Katherine E., 
ton, D. 
DOYLE, Minnie, 641 10th Av 
DUFFY, Delia, 431 W. 54th St 
EGAN, William A., 622 E. 17th St....! 
FLAMBEAU, Eugenia, House of Little} 
OE ae go Ee ee ed | 
FRANKLIN, Robert, Seton Hospital.| 
FLEMING, Margaret, Manhattan State} 
Hospital ‘ 
FRANC, Mary M., 1,325 Avenue A...| 
GORDON, Abraham, St. Vincent’s| 
Hospital .. | 
GASS, Eliza, 46 Avenue A 
GREEN, Clara L., 570% E. 149th St..| 
GRIFFIN, Daniel J.. 224 EB. 122d St.! 
HILT, Frances, 518 8d Av 
HUGGO, David E., 406 W. 47th St.. 
HALLETT, Mary A., 545 W. 41st St.! 
HALPIN, Ellen, 354 W. 46th St 
HOLLER, Edward, 338 6th St 
JERUSALEM, Abraham, 56 Norfolk.} 
JONES, Hannah B., St. Luke’s Home. 
JENNINGS, Marie E., King’s Bridge. 
JACKSON, Alexander H., West Ditman! 
KRAKAUER, Paul S., 220 Henry St.' 
KANTRANITZ, Annie, 191 Stanton..] 
KIEDMAN, George, 226 E. 100th St../ 
KAMP, Rosa, 114 W. 20th 
LYNCH, Albert, 113 W. 
LEVY, Morris, 398 Pleasant 4 
LYONS, Nora, 512 W. 38th St 
MONEY, James, 1,088 ist Av 
MULLANE, Mary E. A., 227 
MURRAY, Margaret, Westchester.... 
MOTT, Margaret, 515 W. 26th St....! 
MEYBRS, Fannie, 1,702 24 Av } 
McKEON. Catherine. 213 E. 70th St. .| 
McNAMBE, Kate, 301 E. Gth St.... 
McDONALD, Margaret, 530 E. 16th St.| 
McGOVERN, Amelia, 401 E. 13th St.} 
NORTON, Ellen, 322 E. 70th St 
PETOZILCK, Frank, 331 E. 80th St.| 
PEARL, Mary A., 2,449 2d Av 
QUIGLEY, James, 170 E. i1lth St...) 
QUINLAN, Daniel. SO Pine St | 
REYNOLDS, Guy H., 58 W. 105th St.! 
RENAHAN, Ellen, 314 E. 33d St.. 
ROHAN, Mary, 126. E. 93d § 
SPENGLER, Henriette, 312 5th St.... 
SCHNEIDER, John, 488 W. 50th St..! 
SHIPLEY, Charles, 4 Minetta St.... 
SCHINDINCH.,. Chaie, 119 Suffolk St.. 
SLATTERY, Patrick, 123 Roosevelt.. 
SPETH. Henry, 115 Avenue 4 
SILBERMAN, Jacob S., 128 Hester St. 
SMITH, James L., 225 E. 
STROBRUENGER, 


Name and Address. 


Washing- 








Euphrosina, 
SMI anes ea bats nideseccdetedes 
STRAILE, Christian, 744 Columbus Av.! 
SEGARINI, John E., 61 Sullivan St.! 
STEINGER, Albert, 1.006 E. 134th St.! 
STEIN. Joanna F., 209 W. S4th St..j 
SPETH. Henry, 115 Avenue A..... 
UTZINGER, Marion, 511 W. 29th St..! 
VORWOLD, Bernard F., 144 Waverley! 
Place | 
WILLIAMS, Joseph, 195 
WEBER, Jacob, 639 E. 
WOLKOVITZ, Morris, 94 Avenue D.. 


Avenue C...| 


Brooklyn. 


ANDERSON, Richard, 170 Prospect St. 
ARMSTRONG, Margaret, SS Dean St.) 
BABINGTON, Helen, 92 Diamond St.) 
BYRNES, Thomas, 64 Sumpter St....| 
BUCKLEY, Elizabeth, 96 Carlton Av.} 
BARNES, Maria, 1,038 Greene Ay.... 
BERBUS, Kate, 167 Scholes St......! 
CUNN N, Patrick, 17 Centre St 
COHN, Jaques, 91 Varet St 

CRANE, Edna, 476 State St 
CUMMINGS, Michael, 52 Fulton St.. 
DONNELLY, Margaret, 276 Dean St. 
DUCK, James, 909 Wyckoff St.. via 
DIXON, Michael, 194 5th St.... 
DISBROW, Minerva, 66 Morton S ey" 
DUGGER, Mary. 1,416 Bergen St... ./ 
DE CORTICE, Charlotte, 320 Stage St.! 
FANE, Joseph, Kings Co. Almshouse.} 
FENNESSEY, John, 12 | 
FISHER, Edward, L. I. College Hosp. 
GARVIN, John, 728 Nostrand Av....| 
GRADIS, Maria, 0 N. Sth St 
GRUENBERG, Sarah, 11 Somers St..| 
GREENEWALD, Mary, 25 Canton St.| 
HANAN, Margaret, 209 Kingsland Av.| 
HASTINGS, Elsie, 199 Bond St 
HABERMANN, H., 376 Railroad Av.! 
KAVANAGH, Marion, 700 Gates Av.. 


LASCARI, Ignazio, L. I. Col. 
MAAS, Frederick, 119 N. 4th § } 
MORRIS, Garritson, St. John's Hosp.! 
OSBORNE. Ada, 30 Lorimer St...... | 
OWENS, William, 129 Park 
PETERSON, C., 328 Metropolitan Av.! 
PINTO, Carminico, 16 Richardson St.} 
ROTANDO, Lydia, 186 Hamilton Av.} 
RISEDORF, F., 133 Van Voorhis St. 
ROHDE, Mary, 811 Flushing Av 
SCHNEIDER, J., K. Co. Almshouse.! 
SMITH, George, 164 Butler St 
SMITH. Henry, 42 Floyd St 
SCHAEFER, C., 18 Humboldt St 
STEWART, Susan, 429 Grand St.... 
TOMKINS. Floyd, 298 Van Buren a 





THALL, William, 123 S. 4th St 
TRITSCHLER, John, 58 Fulton 8St.. 
WHITE, James, 9ist St. & 3d Av...| 
WoOoOD, Joseph, 1,580 Gates Av ! 
WILLIAMSON, Alice, 23 3d Place... 
WICKER, Nicolas, 182 Cook St | 
WRIGHT, Caroline, 1,110 Fulton St.. 
WEISS, Catherine. 2,18) Bergen St.. 
WARD, Michael, Home for Aged 
WILLIAMSON, M., 89 Atlantic Av..! 


SPECIAL NOTICES. 





BANKRUPTCY DISCHARGES QUICKLY PRO- 
eured. All debts canceled. O. A. MICHEL, 
309 Broadway, Room 801. 
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FUN ENDS FATALLY 


Witnesses to. 
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FINANCIAL DIRECTORY. 


Chemical National Bank 
270 Broadway. 


National Bank of Commerce 


CAP. AND SUR., $8,500,000. 31 Nassau St. 


Hanover National Bank 


CAPITAL, $1,000,000. SURPLUS, $2,000,000. 
0 and 11 Nassau St. 


The Nassau Bank 


Corner Beekman and Nassau Streets. 


320 Broadway. 
Colonial Trust Company. 


CAPITAL & SURPLUS, $1,500,000. 
ST. PAUL B'LD'G. 222 B’way. 
Continental Trust Company 
30 Broad St. 
NEW YORK SECURITY & TRUST CO., 
44 and 16 Wall Street. 
CAPITAL, $1,000,000, SURPLUS, $1,500,000. 


Washington Trust Company 
Stewart Building, 280 Broadway. 
- ~PHITLADELPHIA. 
Fourth Street National Bank 


Capital, $1.500,000, Surplus, $1.200,000, 








BANKERS’ CARDS. 
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HENRY CLEWS & CO.,. 


BANKERS. 
tt. 28. 15. & IT Uroand St 
MEMBERS N. Y. STOCK EXCHANGE. 


Orders executed for investment or on margin. 
Interest allowed on deposits, subject ta check at 
sight. Act as Financial Agents for Corporations 


and Investors. 
U. 8. Bonds, all issues, bought and sold. 


. | 202 FIFTH AVE., cor. 25th St. 
487 BROADWAY, Silk Ex’ ge Bldg. 
Lianchk Offices / 290 BROADWAY, cor. Reade St. 
| *7 HUDSON ST... Mercantile Ex’ge. 
1 COURT ST., Brooklyn. 


HAVEN & STOUT 


1 Nassau Street, Cor. Wall St. 


New York Stock Exchange, 
Members of } New York Cotton Exchange, 
Chicago Board of Trade. 


Orders executed on above Exchanges in 


BONDS, STOCKS, COTTON, GRAIN 
P. J. Goodhart & Co., 


Dealers in 


Bank & Trust Co. Stocks. 


Members N. YY. Stock Exchange. 


88 WALL STREET. 


- — 


Andrew McKinney & Co., 


Kembers of the New York Stock Exchang3, 
52 BROADWAY, NEW YORK, 
tt St. Secrament St., Montreal, Canada. 


Direct Private Wires to Montreal and 
Chiengeo. Montreal Stock a Specinity. 


FINANCIAL. 


TO THE HOLDERS OF 
Lake Shore & Michigan South- 
ern Railway Company 


7% Consolidated Mortgage and 
Sinking Fund Bonds 
DUE JULY 1, 1990. 


ll receive UNTIL DECEMBER 31, 
nds of the issue, at their value 
mn December 1, 1898, calculated to maturity ON 
A 3% BASIS, and exchange 
therefor Lake Shore & Michigan Southern Rail- 
Gold Bonds due 1997, at. the 
AND ACCRUED INTEREST, 
as of December 1, 
may be 


We wi 
1S9s, B above 


will deliver in 


way Company 31% % 
105% 


exchange 


price of 
made 
particulars 


The will be 


1898, giving 


obtained at our office. 


SPEYER & CO., 


30 BROAD STREET, 
New York, November Ist, 1898. 


and circulars 


The Columbus, Hocking Valley & Toledo 
Railway Company Car Trust 
Series “A,” 


“ar 


Holders of Car Trust Series Bonds are 
hereby notified that Bonds Nog. 116, 223, 396, 
485, 694, 1048, 1082, i871, 1502, 1660, and 
1740 have, in accordance with the terms of the 
Deed of Tru or Mortgage dated April 2, 1894, 
given by the Columbus, Hocking Valley & Toledo 
Railway Company to the Atlantic Trust, Com- 
pany, Trustee, been drawn by lot for redemption 
at par and accrued interest on the first day of 
January, 1899, at the office of the Atlantic Trust 
Company, No. 389 William Street, New York, 
after which date interest thereon will cease. 


ATLaNyic TRusy Company 


TRUSTEE. 
By JOHN ALVIN YOUNG, Secretary. 


TM, 





MANHATTAN TRVST 
COMPANY. 


WALL STREET, Corner NASSAU, 
NEW YORK. 


Capital & Surplus, - $1,500,000 


OFFICERS, 
JOHN I, WATERBURY, Prosident, 


JOHN KEAN, 
AMOS T, FRENOH, 


CHARLES H. SMITH, Secretary and Treasuren 


W.HORTH DUANE, NN. THAYER ROBB, 
Asst. Secretary. Asst, Treasurer, 


BANKING HOUSE OF 


HAIGHT & FREESE 


53 BROADWAY, NEW YORK. - 
Boston, 85 State St. Philadelphia, 402 Walnut St. 
Execute orders in 
STOCKS, BONDS,GRAIN,COTTON, PROVISIONS, 
Margins, 3 to 5 per cent. Commission, 1-16. 
This is an opportune time to have one of our 
**400-PAGE SECURITY MANUALS” on hand, 
and by a study of its contents to be fully equipped 
for investing and operating in stocks. Issued 

graiis and mailed free. 
BRANCH OFFICE, 1,132 BROADWAY, N. Y. 
Daily Market Letter mailed free on request. 


CONTINENTAL TOBACCO CO. 
Subscriptions, When issued, Dealt In 


Preferred and Common Stock, 
WHEN ISSUED, 


Correspondence Soi:cited. ° 


CHAS. C. EDEY & SONS, 


2 WALL ST. 
Telephones 4835 and 4836 Cortlandt. 


THE STATE TRUST CO., 


100 BROADWAY. 
Capital and Surplus, $1,800,000 
FRANCIS 8S. BANGS, President. 
W. A. NASH, Vice President, 


M. S&S DECKER, Sec’y. H. M, FRANCIS, “Treas. 
H. B. BERRY, Trust Officer, 


} Vice-Presidents 


NOTICE. 

Holders of the Baltimore and Ohio Railroad 
Company Receivers’ Certificates of Indebtedness, 
dated June 1, 1896, are hereby notified that the 
Receivers will on the next interest day, Decem- 
ber 1, 1898, redeem each and all of said Certifi- 
cates, in exercise of the option therein reserved. 

JOHN K. COWEN, 
OSCAR G. MURRAY, § Receivers, 


rr LPL LLL LLL 
BROWN BROTHERS & CO., 
NO. 569 WALL ST., 


MMERCIAL AND TRAVELERS 
CREDITS. AVAILABLE IN ALL PARTS CF 


E, W. BLISS PFD. STOCK 


DBALT IN. 
DAVID PFEIFFER, 18 Wall St. 


—$_ + eer CO?’ _}? )CO303h—,D 

MINING EXCHANGE WILL SELL $100 MEM- 

bership for $30. Apply Secretary of Exchange, 
40 New 8t. 


cent. 


THE FINANCIAL WARKETS 


Stock Market Irregular. 
P ; 

Chief conspicuousness in yesterday’s mar- 
ket was held by the trust stocks, quite in 
the usual recent fashion. Tobacco Trust 
shares were buoyant. Sugar Trust quota- 
tions fell, In neither was there the slight- 
est disclosure of any new reason for either 
strength or weakness, Manipulative work 
was under way—simply this, nothing. more. 

Of important business news practically 
none developed. Such railway earnings as 
were reported were on the encouraging side. 
From two or three important corporations 
especially cheerful statements issued. The 
September statement of the St. Paul Road 
showed a gain of almost $500,000 in gross 
earnings and a gain of about $250,000 in 
net. This net increase was larger than had 
generally been counted upon, showing in 
agreeable contrast with bad figures put out 
by the Burlington Road at the close of last 
week. 

Among Western railway managers there 
seems to be general agreement that net 
earnings from this time forward are likely 
fo be uncertain in their proportion to gross 
gains because of the fact that sharper com- 
petition is certain to follow the United 
States Supreme Court’s prohibition of joint 
traffic associations. Meanwhile general bus- 
iness seems to be rushing throughout the 
entire Western country, and freight traffic 
is amounting to totals beyond all recent 
records. Were rates only fairly maintained 
prosperous results ought to be assured. 

s,s 

Professioral Wall Street is devoting much 
attention to the political situation, especially 
as to Congressional prospects, sentiment 
having niuch changed on this account re- 
cently—there.now being few. observers who 
are apprehensive of a set-back for sound 
money. Improved feeling in this particular 
helps market values materially, for while 
acute fears of tree-silver victories were 
apparent there was clearly shown not only 
a disposition to postpone purchases, but 
much free’ selling was easily traceable to 
this apprehension. It ts only as to the Con- 
gressiona! vote that Wall Street seems dis- 
posed to give much heed, though among the 
traders on and off the Stock Exchange bets 
of some consequence are daily recorded at 


fluctuating odas. 
+,* 


From practically every business quarter 
of the country communications received in 
financial and commercial circles here make 
encouraging statements. 

s,° 

Government bonds were firm. There were 
of $4,000 threes, coupon, at 106@ 
106%; 600 do., small, at 106, and $500 do., 
registered, at 105%. 

*,° 

Net changes in stock quotations of one- 

half of 1 per cent. or more were: 


sales 


Stocks Advanced. 


Am, 
Am. 


‘ 5%\Hawaiian Sugar.. ...8 
Malting Co. pf..14% Laclede Gas pf.......3 
Am. Steel & Wire...1% Louis. & Nash %% 
Am, Steel & W. pf..1%|Manhattan Cons.. “3 
B. & O., ail in. pd... % Minn. Iron t. r. Sta..3% 
Brook. Union Gas.... %/N. Y. Air Brake..... 2 
Chi. Gt. West. pf. A.1_ /Oreg. R. R. & N. pf. 
Chi., Ind. & Louis... %|Pacifie Coast. . 

Chi, & Northwest..... % Puliman Car.. 

Col. Fuel & Iron.....1%/St. Paul & Omaha... % 
Del., Lack. & West..3 |St. Paul & Omaha pf.2 
Den. & Rio G. pf.... %/Southern Ry. pf...... 
Er‘e Ist pf \% Tenn. Coal & I 

Federal Steel, w. i... % Third Avenue... .....{ 


Federal Steel pf., w. 1.1% 


Stocks Declined. 


Illinois. %/Mo., Kan. & Tex. 
St.,P. pf. “;|Missouri Pacific,. .... % 
ae "4|National Lead Co.... % 
*4|Nat. Starch 2d pf...14%4 
“aN. J. Central % 
% Northern Pacific.. ... 
Reading 2d pf 


Chi. & East 
Chi., M. & 
Consol. .Gas.... 
Del, & Hudson 
Great Northern pf... 
Illinois Central... .... 
inter, Paper.. 1 
Lake Erie & W.:....2 
*,* 
€ 

Net changes in bond quotations of 1 per 

or more were: 
Bonds Advanced, 


te B & @., Towa Lex. Av. 


Bonds Declined, 
Am, Sp. Mfg. 6s JIN. Y¥.. B. & Man. 
Dallas & Waco I1st...1 2 
K. C., P. & G. Ist..1% 


"| Beach 5s... 064.00 00s 
7a, eo te 
ist, t. 1 


MONEY AND EXCHANGE, 

Money on call loans at 1%@2 per cent., 
closing at 2 per cent. 

Time money, 2% per cent. for sixty to 
ninety days, 3 per cent. for four to five 
months, and 3@3% per cent. for six months. 
Commercial paper rates, 344@3% per cent. 
for indorsed bills receivable, 346@4%4 per 
cent. for choice single names, and 4144@5 per 
cent. for others. 

Clearing House exchanges, $93,341,566; 
balance, $4,855,894; Sub-Treasury debit bal- 
ance, $833,244. 

Money- on call in London at 3% per cent. 
Rate of discount in open market, 3%@3% 
per cent. for- both short and three months’ 
bills, 

Foreign exchange market firmer. Posted 
rates were $4.83 for sixty days and $4.86%4 
tor demand. » Actua! business was done at 
$4.8244,@$4.8214 for sixty days, $4.8514@§$4.855¢ 
for demand, $4,861%4$4.86% for cable trans- 
fers, and $4.8114@$4.82 for commercial. 

In Continental, Paris francs were quoted 
at 5.24% for long, and 5.21% for’ short, 
reichsmarks at 944% and 94%@94 13-16, and 
guilders at 39%@39 15-16 and 40 1-16@40\, 

New York exchange quoted as follows: 
Chicago—Se discount @ par. Boston—5@10c 
discount. San Francisco—Sight, 1744c pre- 
mium; telegraphic, 20c premium. New Or- 
leans—Commercial, par; bank, DO0ec premium. 
Savannah—Buying, 1-16c_ discount; selling, 
75c per $1,000 premium, Charleston—Buying, 
kc discount; selling, par. Cincinnati—Be- 
tween banks, par; over counter, 50c 
mium. St. Louis—25c discount. 


pre- 


THE LONPON MARKET. 


American shares -were irregular in the 
London market. The principal changes 
were: Advanced—Erie first preferred, %, to 
34; Louisville and Nashville, %, to 58%, and 
St. Paul, 4%, to 113. Declined—Illinois Cen- 


tral, %, to 111%; Atchison, 4, to 13; New 
York Central, 4, to 118, and Northern Pa- 
cific preferred, K, to 78%. Canadian Pacific 
scld at 84%, Union Pacific preferred at 
65%, Erie at 13%, Pennsylvania at 60%, and 
Reading at 8%. British consols declined 
8-16, to 109%, for money, and \%, to 109%, 
for the account. The Bank of England 
gained £135,000 bullion on balance. In 
Paris, rentes sold at 101f. 70c. and ex- 
change cn London was 25f. 34c. 


TRANSACTIONS IN OCTOBER. 


Transactions in railroad and miscellane- 
ous bonds during October, while falling 
considerably below the activity which 
marked the Summer months, showed a fair 
increase over the preceding month and a 
much heavier one over the corresponding 
period last year. The total was $55,915,900, 
against $48,724,200 in September, $92,753,200 
in August, $71,226,260 in July, $70,140,060 in 
June, $54,090,160 in~ May, $27,355,000 in 
April, $50,844,370 in March, $95,671,910 in 
February, $92,990,200 in January, and $39,- 
821,300 in October last year. 

The dealings in Government bonds aggre- 
gated $3,619,580, mostly confined to trans- 
actions in the new 3s. This total com- 
pares with $3,984,100 in September, $5,197,- 
300 in August, $2,557.600 in July, $361,500 in 
June, $401,000 in May, $1,111,300 in April, 
$913,800 in March, $463,500 in February, 
$806,900 in January, and $503,700 in October 


last year. 
The sales of State bonds amounted to 


$212,500, against $415,000 in September, $1,- 


016,400 in AuguSt, $133,500 in July, $197,400- 


in June, $159,500 in May, $77,000 in April, 
$259,000 in March, $159,000 in February, 
$112,200 in January, and $96,800 in October 
last year. 

The aggregate of transactions in all 
classes of bonds was $59,747,980, against 
$53,123,300 in September, $98,966,950 in Au- 
gust, $73,917,300 in July, $70,698,930 in June, 
$54,650,660 in May, $28,543,320 in April, $52,- 
017,470 in March, and $39,921,800 in October 
last year. 

The dealings in stocks amounted to 7,415,- 
985 shares, against’ 9,373, in September, 
12,014,846 in August, 4,784, in July, 9,100,- 
697 in June, 9,174,552 in Mey 5,996,908 in 
April, 9,947,661 in March, 8,978,576 in Feb- 
ruary, 9,216,694 in January, and 8,095,144 in 
October last year. i 

Transactions. in railroad and miscellane- 
ous bonds since Jan. 1 aggregate $659,711,- 
770, against $439,092,048 for the correspond-. 
ing period last year; in Government bonds 


hy 416,580, against $9,361,900; in State bonds 


2,742,500, against $1,286,300. Total in all. 
parece of bands, $678,870,850, ses $365,- . 
668, an increase of $313,548,1 


Dealings in stocks since Jan..1, gate. 
86,004,023 shares, against 85'080,200 an in-. 


crease of 20,923,816 shares. 


ACTUAL COMPETITION NOW. 


The new Doscher sugar refinery begins its 
actual output of refined sugar to-day. 
Friends of the new enterprise insist that 
through the use of modern apparatus the 


Doscher plant will be able to turn out 
product at an average of over one-eighth 
ofa cent per pound cheaper than is possi- 
ble in Trust réfineries. No recent trade 
event has commanded the Wall Street at- 
tention which is given to to-day’s start by 
the .Messrs.. Doscher of their competition 
with the Trust, in whose management for 
so many years they were conspicuous: 

President Havemeyer of the Sugar Trust 
is quoted as saying to business acquaint- 
ances that it is the Doscher and not the 
Arbuckle competition which the trust has 
reason to consider, and from the same 
quarter come rather violent predictions of 
dreadful things which the trust proposes 
to inflict upon the rash seceders. 

One of thefirst collisions between the 
Doschers and the trust will be in the .mat- 
ter of controlling the patronage of whole- 
Sale grocers. rust dominance in that 
quarter is to be made the subject of the 
first test of the Doscher enterprise. 


es 


NEW MEN IN MANHATTAN. 


At the annual meeting of the Manhattan 
Elevated Company, representatives of in- 
terests with which Messrs. J. P. Morgan 
and W. K. Vanderbilt are identified may be 
elected Directors. One member of Mr. Mor- 
gan’s banking firm is spoken of as likely 
to take a place upon the Manhattan board’s 
Executive Committee. 


VIEWS OF JAMES J. HILL. 


President J. J. Hill of the Great Northern 
Railroad, when asked his opinion as to the 
effect of the Joint Traffic decision handed 


down by the United States Supreme Court, 
said to The St. Paul Globe: 

“The Joint Traffic Association-has exist- 
ed in conflict with the Anti-Trust law. I 
am glad to see the court take the position 
it has. With this decision, and that in the 
so-called Nebraska case, also by the United 
States Supreme Court, the effect will be to 
reduce rates more than any legislation that 
was ever put on the statute books.’’ 


DIVIDENDS AT THE START. 
Activity in the Federal Steel stocks yes- 
terday made them conspicuous features on 
the Stock Exchange. Both common and 
preferred issues advanced, the buying com- 
ing apparently from important inside 
quarters. The friends of Gov. Flower and 
Mr. J. P. Morgan are chief among. the 
bulls on this new property, and they quote 
semi-official estimates that in addition to 
6 per cent. on the preferred stock the com- 
pany starts with assurance of over 5. per 
cent. dividends earned on the common 
stock—the properties going into the con- 

solidation being all now profit earners. 


THE BROOKLYN DEAL. 


Official announcements are probable this 
week in the establishment of the new rela- 
tions between the Brooklyn Rapid Transit 
Company and the Nassau Street Railway 
System. Opposition to the practical merger 
of the two properties has much changed, 
practically dwindled to a point where, ac- 
cording to insiders, it can now count for 
little. Throvgh what will amount to the 
practical consolidation of the two systems 
the Brooklyn Rapid Transit Company ob- 
tains what is substantially full control of 
surface transit in Brooklyn. and the new 
arrangement will make possible economies 
estimated at something like $1,000,000 per 
year. 


PLUG TOBACCO PREMIUMS. 
Subscriptions to the underwriting con- 
tracts of the new Continental Tobacco 
Company are commanding a premium, and 
both the common and preferred stocks are 
quoted “‘when issued’’ at better figures 
than were officially ‘forecast. 


A TRUST STOCK HABIT. 

Some suggestion of what a trust stock 
can do was presented in yesterday’s stock 
market, when one of the issues of the Na- 
tional Starch. Trust, on the sale of a single 


100 shares, tumbled over 14 points. Stock 
Exchange manipulators sometimes rest. 


GLUCOSE MANIPULATION. 


Chicago speculators are working ardently 
to lift the price. of Glucose Company se- 
curities, « «_ributing many mysterious hints 
of important developments close at hand. 
Glucose insiders ean figure now 200 or 300 
per cent. profit on original holdings. 


WALL STREET TALE. 
The following topics of interest were dis- 


cussed in Wall Street yesterday: 
s,* 


Increase of $33.368 in Denver and Rio 
Grande’s surplus for September, making an 
increase of $59,851 since July 1. 


Reported heavy movement of corn over 
the lines in Nebraska and Kansas. Roads 
not able to meet the demand for cars. 


Increase of $40,245 in Chesapeake and 
Ohio's net earnings for September, making 
an increase of $61,852 since July 1. 


Decrease of $193,600 in surplus reserve, as 
shown by statement outside banks, 


Increase of $253,330 in St. Paul’s net earn- 
ings for September, making an increase of 
$205,803 since July 1 


Listing on the London Stock Exchange of 
$25,000,000 Great Northern preferred stock. 


Inerease of $845 in Minneapolis and St. 
Louis’s total income for September, but de- 
crease of $3,411 in net earnings since July 1. 


in which 
be re- 
on 


Extension to Noy. 30 of time 
United States currency sixes will 
deemed at.a discount of % per cent, 
their interest. 

Increase of $49,334 in Erie’s net earning's 
a! ee but decrease of $61,423 since 
uly 1. 


Increase of 17,946 tons on eastbound ship- 
ments from Chicago for the week, as com- 
pared with the previous week, and tncrease 
of 24,759 tons, as compared with corre- 
sponding week last year. 


Increase of $67,106 in Pacific Mail’s hal- 
ance for September, after allowing for re- 
serve fund, and making an increase of 
$327,922 since May 1. 


RAILWAY STATEMENTS. 
The following railways reporting yester- 
day gross earnings for the third week 
in October showed decreases: 


Cleveland, Canton & Southern..... 
Kansas City, ort Scott & Mem... 
Western New York & Penn 


$1,778 
15,788 
5,800 


Total decrease 3 roads....... eeees $26,366 
Decrease previously reported....... 212,048 


roads..........$258,414 


- 
*, 


Total decrease 29 


Increase: 
Kansas City, Mem. & Birmingham.. 
Increase previously reported 


hats £ ae 
38 roads...........$548,240 


see ccese - $309,826 


$2,455 


Total increase 


Net increase 


BIDS FOR BANK STOCKS. 


|Mechanics’ 

Mercantile 

National Union 

|New York 

|New +++ +1200 
Ne’. . Exch.. 91 
Nat. Bank of N. A.135 
BREE wcey sovcdesoeee 
|Phenix .... 90 
}Republic ..:. ....155% 
|Seaboard National.178 
Second National. ..450 
Seventh National 

State of N. Y¥ 
Tradesmen’s 

Weat:. Side..... ..6 B40 
Western National..150 


America 

Amer. Exchange... 

Broadway .... ...22 

Butch. & Drovers’. 

Central National .. 

Chatham oown 

Commerce 

Continental 

Corn Exchange 

Fourth National .. 

Garfield National..1050 

German-American..112 

Greenwich 

Hanover .... 

Hudson River . 

Imp. & Traders’... 

Irving .... 2c+c<+15O 

Manhattan .... ...200 
There was a sale of 

tional at 165. 


NEW CORPORATIONS. 


12 shares of Central Na- 


Liberty Wall Paper Company of Schuylerville, 
N. Y.—Capital, $250,000. Directors—Isaac C. 
Blandy, Greenwich, N. Y.; Henry D. Sarver, 
New York City; Dedrick C. Froudsen, Schuyler- 
ville. ‘ 

The New York and New Jersey Telephone Com- 
pany has certified to the Secretary of State that 
it has increased its capital stock from $5,000,000 
to $8,000,000. The Iabilities of the company are 
$2,100,521.66. 


- 


THE NEW YORK’ 


‘Alamo ..... : éece ae 


TIMES; “TUESDAY. NOVEMBER 1, 1898. 


~ QUTSIDE SECURITIES: ~ 


Traction Quotations: . 
; Bid. Asked. 

Broadway & Seventh Avenue......218 227 
Broadway & Seventh Avenue Ist... .10% 
Broadway & Seventh Avenue 2d....11). 
Broadway Surface Ist 5s..........116 
Broadway Surface 2d..............106 
Brooklyn City Railroad 
Brooklyn, Bath & W. E. 5s........ 88 
Brooklyn El. common, when issued:. 26 
Brooklyn El. pf., when issued...... 56 
Brook., Queens. Co, & Suburban 5s,.110 
Buffalo Crosstown 5s....- meceece ceceklOm 
Buffalo Street Railway. stock. ..... 798 
Buffalo Street Railway Con.....,-...112 
Central Park, N. & EB. River......177 
Central Park, N. & EB. River 7s......111 
Columbus (Ohio) stock... 
Columbus (Ohio) con. 5s.. 
Eighth Avenue Rallroad............ 
42d St., Man. & St. Nicholas Av.... 
42d St., Man. & St. Nicholas Av. 1ist.116 
42d St., Man. & St. Nicholas Av. 2d. 99 
Kings County inc...... 8 
Kings County Elevated . 2% 
Nassau Ist 5s, (Brookiyn Trolley). ..105 
New Orleans Traction common...... 1% 
New Orleans Traction pf.. 8 
Ninth Avenue Railroad Seee 
Steinway R. R. Co. 6 p. c. Ist......112 
Second Avenue Railroad ist 5s......109 
Second Avenue consols ..114% 
Second Avenue Railroad stock 200 
Union Railway 1st 5s, (Huckleberry).113 
Union Railway stock 175 
Worcester (Mass.) Traction.......... 11 
Worcester (Mass.) Traction pf....... 95 


Ferry Securities, 


Hoboken Ferry stock.... 


ote © 


er 


N.Y. & Brook. Ferry 
Union Ferry ‘ 
Union Ferry bonds...........+.-ee+- 102 


Natural Gas, 


Fort Wayne Gas stock....+......... 7 
Fort Wayne Gas ist 6s....-.. , 
Indianapolis Gas stock....... 
Indianapolis Gas bonds 

Lafayette Gas Company Ist 6s..... 8 
Lafayette Gas Company stock 
Logansport & Wab. Val. Gas stock. 
Logansport & Wab. Val. 6s 

Ohio & Indiana stock 

Ohio & Indiana Ist 68.............- 


Illuminating Gas, 


Amsterdam COMMOMN.......esseceees 2814 
Amsterdam preferred 69% 
Amsterdam 5s, with interest 1014 
Pe GN, <n) BCOON. orc ckcccocnsune 2014 
Ruffalo (N. Y.) 1st, with interest.... 
Central Union 5s, guaranteed 

Columbus G~s 

Consolidated Gas bonds of N. J 
Consolidatei Gas of N. J 

Consumers’ Gas (Jersey City) bonds.102 
Grand Rapids Gas stock........... 86 
Mutual of New 

Madiscn (Wisconsin) siock 

ae eS Te OS eee 88 
N. Y. & E. R. Gas Co. 

Norfolk (Va.) Gas stock 

Norfolk (Va.) Gas Ist. 98 
People’s Gas Co. (Chi.) 5s, (int. on.).101 
oe OE SS ee i 
St. Joseph (Mo.) 5s.. 

St. Paul Gas: stock. 

St. Paul Gas bonds 

Stan@ard Gas, New York... 

Standard Gas pf 147 
Standard Gas, New York, Ist...... 115 
Syracuze Gas stock 15% 
Svracuse Gas ist 5 p. c. bonds..... 85 
MP MES» 6% 1 0dey bGhnkes 660.4040 88 
Western Gas, ist 5s, with interest. .103 


Industrials, 


American Bank Note..........e0e++ 39 
American Typefounders’ 48 
Barney & Smith common........... 13 
Cramps’ Shipyard stock..... covcsce 10 
Glucose common 

Glucose 

Herring-Hall-Marvin 
Herring-Hall-Marvin pf 
Heeker-Jones-Jewell Milling pf..... 5 
Hecker-Jones-Jewell bonds... 

Lorillare Company pf., ex div 
Michigan-Peninsular Car 
Michigan-Peninsular 5 p. ec. 

Nicarague Canal Con., new 
Pennsylvania Coal ¢ 

Pratt & Whitney 
Pratt & Whitney pf... 
Standard Distilling 
Standard Distilling pf. 
Standard Oil Trust.... 
Trenton Potteries 
Trenton Potteries 
Union Typewriter 
Union Typewriter ist pf 

Union Typewritcr 2d pf...... incakies 


170% 
The Miscellaneous List. 


Acker, Merrall & Condit bonds. .... 98 101 
Anderson Tobacco Company......... 15 
Central & South American Tel..... 110 
Commercial Cable stock......... ae 
Blectro-Pneumatic, ass’t paid 

Electric Vehicle common 

Electric Vehicle 

Hudson Rive. Telephone stock 

Iron Steambout 


BULLION AND MINING. 


Silver bullion certificates were quoted on 
the Stock Exchange at 61@62. There were 
no sales. 

Bar silver in London, 28%4d per ounce. 

Commercial price of bar silver, 61 3-16c 
per ounce. Mexican silver dollars quoted at 


47Kc. 
*,® 


On the Consolidated Exchange 1,000 
shares of Alamo sold at .05, 500 Consol- 
idated Imperial at .02, 600 Mollie Gibson at 
.21, 400 Phoenik at .16, 300 Portland at 
1.45, seller 10. 

On the Mining Exchange 10,000 shares of 
Cannon Ball sold at .005@.005\, 6,300 Justine 
at .034@.03%, 10,000 Old Gold at .005%, 
5,000 Pilgrim at .0034%, 4,000 Sentinel at 
002%@.0024, and Work at .091%. 

+,* 

Closing bids for mining stocks on the va- 
rious Exchanges: 

STOCK EXCHANGE, 


-85 |Horn Silver.........1.10 
BERR ccczecveveccese # 05 |lron Silver otc ae 
SCTE TEER .10| Kingston & 
Best & Belcher.... .20)La Crosse 
Breece 1.00 | Leadville 
Brunswick -14|Little Chief... 
Caledonia . .15|Mexican 
Chollar eceeee -LAVIOphir i 
Chrysolite .......... -11]Phoenix Gold....... . 
Comstock T. } .08| Potosi one sa 
Con; Cal. & Va...... .80|Plymouth Consol.... .08 
Crown Point........ .10|/Savage 
Deadwood 30|Sierra Nevada...... .65 
iKenterprise Min’g Co. .35/Standard Consol.....1.75 
Father De Smet.... .15|Union Consolidated... .2 
Gould & Curry..... 


.15} Utah ee 006 
Hale & Norcross.... 80] Yellow Jacket....... -16 


CONSOLIDATED EXCHANGE, 


American Flag...... -80/Ontario .... oe.. 
Albany G. M. Co.... .01;Ophir 

BRIOROP ccamccccsccss © O08 Occidental 

Best & Belcher.... .20|/Plymouth 

Breece -¥0| Phoenix Sm. ° 
le > | eee 15 
Caledonia, B. H.... .50/ Quicksilver .. ..... a 
Chollar .» -09 Quicksilver pf....... 3.5 
Crown Point........ BU” err 
Chrysolite 2 Sierra Nevada 

Con. Cal. |Standard .... .. 

Com. T. Small Hopes ... 

Com. T. Co. Union Con, 

Com. T. Co. Utah .... 

Columbia M. Victor pat 

Crescent .... Yellow Jacket...-. 
Deadwood Terra ... . Argentum Juanita 
Evreka Con Alamo 

Father De Anaconda .... 

Gould & Curry...., .18/Cripple Creek Con... . 
Hale & Norcross... .90/Creede & C. Ck.... .0f 
Homestake 30.00 |Jolden Fleece........ .25 
Horn Silver Isabella 

Iron Silver Mollie Gibson ....... .% 
Julia Consol. R Mount Rosa 

Kingston & Pemb... .15) Pharmacist 

La Crosse -14/Portland .... 

Leadville Con. 

Little Chief 

Mexicans .... 

Moulton 


++ +8.50 


stock. . 

bonds. .U% 
scrip... .0% 
Co.... .O 


Co. 


Smet.... . 


MINING EXCHANGE, 


American Flag ... -.04 |Go'4 “oin, C. C..1. 
Gold Magnet.. ..001%|Gold Coin, Gilpin.. .7 
Havana . . .7 |Garfield Con 
Janan .2.50 |Golden Fleece 
Pilgrim .... .003 |Lsabella 

Waldorf ... . 2 

Yukon -10%/| Justine .... os 
snes «0000d0w Z 
Anaconda .53 (Mollie Gibson 2 
Pre SP 2) SS aa 18 
Ce.) CP. COM. S000 08 |Old Gold .......... 006 
Cannon Ball 5 |Sentinel ...........002% 
Copper Rock ..... -00%4|Union ade asesenes -21 
MEUKCOM 0c cc ccccsee 1.04 ‘Work 


CHICAGO QUOTATIONS. 


CHICAGO, Oct. 31.—There was a moderate 
activity to-day in local stocks. Strawboard 
opened at 34% and closed at 34, after touch- 
ing 35. Alley Elevated found buyers as 
high as 74%. It opened at 74% and closed 
at 74. Biscuit common opened and closed 
at 33, selling for a while at 334@33\. 
North Chicago advanced from 222 to 224 
and 225 for account. West Chicago closed 
at. 95%, after selling from 9644 to 95%. Met- 
ropolitan receipts appeared at 3%, the re- 
ceipt fives being firm at 62%. Biscuit pre- 
ferred sold down to 96% from 97. 

Clearing House settlements: 


American Strawboard... ns 
C. Ge. Ce Pi Ber CO nc ocavcosecces eovseceoe 
Diamond Match Co. of Ill.... 
National Biscuit Co. com....... 
National Biscuit Co. pf...... © 6000eee 
American Steel & Wire com........... 
American Steel & Wire pf 

srew. & Malt. 

Brew. & Malt. Co. pf... 

Mil. & Chi. Brew. Co.... 

Mil. & Chi. Brew. Co. pf.... 

Chi. J 

Chi. Pkg. & P. 

N. Chi. St. R. EF 

W. Chi. St. R. 

South Side El. R. R. 

Lake St. Elevated.......... 
Lake St. Elevated t. ctfs...cccceccscccccees 
Street's W. B.C. LANG. . os eosoccescisccovcee L 


ecccscccccscceld 


BOSTON STOCK MARKET. . 
BOSTON, Oct. 31—Money on call was 
easy. to-day at 2@3 per-cent.. Time money 


-was obtainable at very low rates when 


names and collateral were strictly first 
class. There were reports of four months’ 
money as low as 24% perecent., and of six 
months’ money in good supply at 8 per 
cent. In special circumstances rates 44 to 
\%, per cent. above these figures were 
quoted. Mercantile paper w&s quiet. For 
the best names the demand was sharp. 
Rates ranged from 3 to 4 per cent. At the 
Clearing House this morning money be- 
tween banks loaned at 144@2 per cent. 


ae rare funds sold at 5 and 10 cents dis- 
count. 

The stock arket was to-day absorbed 
in Butte, which was bought in enormous 
quantities by ,the Lawson interest. The 
transactions. aggregated 45,000 shares, or 
more than one-fourth of the entire capital 
stock.’ On each sale the price went to a 
higher level; it finally reached 42, at which 
price 300 shares changed hands. Then it 
settled back to 37%, and still later ralllied to 
40%, and then became irregular. At no 
time during the day did the tradling lag 
in the least, and altogether the steck made 
a banner record for itself. 

Closing bid and asked: 


Railroad Companies. 

Bid. Asked. 
Boston & Albany..... oe 242 .* 
Boston & Lowell. ss 
Boston & Maine 164 
Chicago Junction & Stock Yards....127% 128 
Chicago Junction & Stéck Yards pf. .. 123 
Fitchburg pf {xe ..-104% 105% 
Maine Central... 133 
Old Colony......... . 194 
West End 


Allouez 

Arnold 

Atlantic 

Boston & Cripple Creek 
Boston & Montana 
Butte & Boston 
Calumet & Hecla.... 
Centennial 

Franklin 

Osceola 

Pioneer, 

Quincy 

Santa Ysabel.... 
Tamarack ... 
Tecumseh 
Wolverine 


Miscellaneous, 


American Bell Telephone 

Dominion Coal 

Dominion Coal pf 

Edison Plectric Illuminating... 

Eme Telephone ° 
ER ey eee er : 
General Electric pf.......-cece enveek 
Lamson ‘Cons. Store Service 22 
Mexican Telephone...........0ee6 eee 
New England Telephone...... 
Pullman Palace Car....... osvoecees 
United States Oil 

United States 

Westinghouse Flectric 

Westinghouse Electric pf 


Unlisted Securities. 


Merced Gold Mining os 
Old Dominion Copper Mining 


PHILADELPHIA PRICES. 


PHILADELPHIA, Oct. 31.—Trading was 
fairly brisk to-day, with attention concen- 
trated chiefly upon certain specialites. Over 
12,000 Cambria Steel rights changed hands 
before 1 o’clock, on a rising scale. Not in 
a long time has there been so much trading 
in one day in a single stock. Cambria Iron 


accompanied the advance, passing 54. There 
was a sharp upshot in Choctaw common, to 
25. The preferred responded only to a frac- 
tional extent, There was renewed interest 
in United Traction of Pittsburg, on an im- 
roved scale. The shares of the Electric 
torage Battery Company again sold at 
their highest quotations of last week. Le- 
high Valley rose fractionally to 20. Balti- 
more Consolidated touched 26, but later 
went off to 25%. The Northern Pacifics 
pt about the only really weak features on 
the list. 

Ciosing bid and asked prices: 


| Lehigh Valley 
| Nor. 
|; Pennsylvania 


Pacific common t. 


Reading t. c.... 
Reading ist pf 

St. Paul 

West. New York & Penn 
Metropolitan Railway 
Philadelphia Traction 
Baltimore Cons 
Union Traction 
Electric Storage 
Electric Storage pf 
United Gas Imp 
Welsbach Light 


' New Jersey Traction 


Marsden 
Choctaw 
Choctaw pf 
Cons. T:,. Pittsburg ........ 
Cons. T.,° Pittsburg pf... 


MINING STOCK QUOTATIONS. 


SAN FRANCISCO, Oct. 31.—The official closing 
quotations for mining stocks to-day were as fol- 
lows: 

Monday. Saturday. 
Alta oetee Ja. ae ) 
Alpha Con....... éaaom, ae .03 
Andes .... A .09 
Belcher 


Bullion 
Caledonia . 
Challenge Con..... ee ctageseoshoave . 
Chollar 
Confidence 
Con. Cal. 
POW AOU. s be 6 ccc cesveedeuouces A 
EE wen bk dbEb eb edad doceeetese 0 
ccs ctuccls auises’ 4 8 
Hale & 
Justice 
MOMntuche” TOM, .vw.ccccccccccvovccece « 7 
Mexican 
Occidental 
Ophir 
Overman 
Potosi 
Savage 
Scorpion 
Sierra. NVR. cpcccccccccdecccossc 6 
PURE ccc ctewEcus sccewecgecséeses 1.7: 
Union Con 
Utah Con 06 .06 
Yellow Jacket.. pandas 6am ein eGo 18 .19 
Silver bars, 6 ; Mexican dollars, 4744,@47%; 
drafts—sight, 17%; telegraph, 20. 
COLORADO SPRINGS, Oct. 31.—Gardner & Co. 
report closing quotations as follows: 
Monday. 
Bid. Asked. 


COON) 6 b86 cceepcacseseess ‘ 


Saturday. 
Asked. 

Alamo .. 5 51g 

Anaconda - 538% 55 

Anchoria ... » 70 75 

Argentum . 25 25Yy, 

Battle -- 32% 334, 

Columbine .. cscs 14% 

Consolidated .... .. 7% 7% 

Elkton sic'e coe cee 1065, 

El Paso 13% 13% 

Golden Fleece ...... 25 30 

Golden King ...... sO 

GIDBON 2. cccccccces & 

Gold Coin 

Garfield .... 

Isabella 

Independence 

Jefferson 

Jackpot 


Pharmacist . 
Rawlings ... 

BUOR “sven coveee 
UNION scoo cescoces 


Work 9% 


sees eeeeeeee 


FINANCIAL ANNOUNCEMENTS. 


It is announced that the regular monthly divi- 
dend rate of the Empire State-Idaho Mining and 
Developing Company has been raised from 1 per 
cent. to 1% per cent. The net earnings are 
Stated to exceed 2 per cent. per month. 

[It is announced that Farson, Leach & Co., N. W. 
Harris & Co., Winslow, Lanier & Co., the Farm- 
ers’ Loan and Trust Company, and the New 
Yerk Security and Trust Company will pay divi- 
dends on a number of securities, a list of which 
will be found in another column, 


Speyer & Co. inform holders of Lake Shore and 
Michigan Southern Railway Company 7 per cent. 
consolidated mortgage and sinking fund bonds 
due July 1, 1900, that they will receive, until 
Dec. 31 next, bonds of the above issue at their 
value on Dec. 1 next, calculated’to maturity on 
a 3 per cent. basis, and will deliver in exchange 
therefor. Lake Shore and Michigan Southern 
Railway Company 5% per cent. gold bonds due 
1997, at the price of 105 per cent. and accrued 
interest. 


DIVIDENDS. 


OFFICE OF THE 


Northern Pacific RailwayCompany 


MILLS BUILDING. 


New York, Oct. 7, 1898. 

At a meeting of the Board of Directors held 
this day there was deciared from the net earn- 
ings e dividend of ONE PER CENT. on the Pre- 
ferred Stock of this Company for the quarter end- 
ing December 1s., 1898, same to be paid Decem- 
be. 5, 1898, to the holders of record of the Pre- 
ferred Stock at the closing ?f ¢he transfer books 
on November 10th, 1898. 

For the purpose ot such dividend, the transfer 
books of this company will be closed at 3 P. M. 
on November 10th, 1898, and will be reopened at 
10 A. M. ou November 25, 898. 

NORTHERN PACIFIC RAILWAY COMPANY. 
By GEORGE H. EARL, Secretary. 


23 WALL STREET. 
New York, Oct. 7, 1898. 
The above dividend of one per cent. will be pay- 
able on December 5th, 1898, to nolders of record 
at the close o. business on November 10th, 1898, 
on the books of the Voting Trustees for certifi- 
cates cf Preferrec Stock of the Northern Pacific 
Railway Company. The transfer books of the 
Voting Trustees for certificates for Preferred 
Stock will clos’ in New York and Berlin at 3 P. 
M. on lovember 10th, 1898, and will be reopened 
at 10 A. M. on November 25, 1898. 
J. P. MORGAN & CO., New York. 
DEUTSCHE BANK, Berlin. 
Agents for Voting Trustees. 


FINANCIAL. 


TO THE HOLDERS OF THE 


66 Ist Mortgage Bonds 
Oregon Railway BI Navigation Co, 


The conversior into 4% Consolidated 
Mortgage Bonds of the Oregon Rail- 
road and Navigation Co., undertaken 
by the unéersigued, has reduced the 
amount of the 6% Bonds left outstand- 
ing tc $1,520,000. Tae operation of 
the Sinking Fun.d, now increasing 
very rapidly, will shortly cancel the 
entire outstanding balance of First 
Mortgage Sonds at a price which, un- 
der the Trust Deed, cannot exceed 
110%. 

THE OFFER IS NOW MADE to hold- 
ers of the 6 per cent. First Mortgage 
Bonds, to refund ‘into the 4 per cent. 
Gold Bonds maturing 1946, which 
will, except for the small balance of 
G6 per cent. Bonds, constitute the 
FIRST MORTGAGE UPON THE ENTIRE 
PROPERTY OF THE OREGON RAIL- 
ROAD & NAVIGATION CO., upon the 
basis OF $1,150 IN 4 PER CENT. BONDS 
FOR $1,000 IN 6 PER CENT. BONDS, 
this offer being subject to withdrawal 
or modification without notice. 

The net earnings of the Company 
during the past fiscal year have been 
over $2,900,000, or more than three 
times the interest upon the entire 


bonded indebtedness. The Company 
is paying dividends both on its Pre- 
ferred and Common Stock. 

Holders of the 6% Bonds desiring to 
convert should deposit their bonds 
with the New York Security & Trust 
Co. for exchange into the 4% Bonds. 


KUHN, LOEB & CO., 


27 AND 29 PINE STREET. 
New York, August 15th, 1898. 


AUCTION SALES OF STOCKS AND 
BONDS. 


LOUIS MESIER, Auctioneer. 
REGULAR AUCTION SALE OF 


STOCKS AND BONDS 
By ADRIAN H. MULLER & SON, 


WEDNESDAY, November 2d, 


at 12:30 o’clock, at+the N. Y. Real-Estate Sales- 
room, No. 111 Broadway. 
(By order of Executors.) 
100 shs. American Exchange Nat’! Bank. 
25 shs. 5th Avenue Bank, B’kyln. 
38 shs. Electric Silicon Co. 
$5,000 Brooklyn’ Wharf and Warehouse Co. Ist 
Mtge. 5 p. c. Bds., 1945. 
$1,000 Lake Shore and Mich. So. R’way Co. 3% 
; p. c. Bd., 1997. 
$3,000 N. Y., New Haven and Hartford R. R. 4 
= p. ¢. Convt. Deb. Ctfs. 
$2,000 Erie R. R. Co. Gen’! Lien Gold Bds., 1996. 
$10,000 N. Y. Central and Hudson River nm 
oe 3% Gold Bds., (Lake Shore Coll.) 
35 shs. National Park Bank. 
20 shs. American Exchange Nat’l Bank. 
12 shs. Corn Exchange Bank. 
50 shs. N. Y., New Haven and Hartford R. R. 
Co. 
80 shs. Del., Lackawanna and Western R. R. 
75 shs. Illinois Central R. R. 
99 shs. Chic., R. I. and Pacific R’ way Co. 
50 shs. Cleve., Cinn., Chic. and St. L. Ry. com. 
75> shs. Chic., Mil. and St. Paul R’way Co. Prefd. 
90 shs. N. Y. Central and Hudson River R. R. Co. 
80 shs. Michigan Central R. R. Co. 
30 shs. Chic. and No’western R’y Prefd. 
50 shs. Chicago and Eastern Illinois R. R. Prefd. 
11 shs. Erie Railroad Co. Ist Prefd. 
Membership N. Y. Produce Exchange. 
(For account of whom it may concern.) 
123 shs. Phenix National Bank. 
17 shs. N. Y., Chic. and St. Louis 1st Prefd. 
$4,000 Staten Island Plectric R. R. 1st Mtge. 5 p. 
ec. Bads., 1945. 
$10,000 Tacoma and Columbia River R’way Co. 
Ist Mtge. 5 p. ¢ Bds., 1937, (Hypd.) 
8 shs. Harbor and Suburban Building and Sav- 
ings Asso. of N. Y. 
7 shs. Bay State Shoe and Leather Co. of N. Y¥. 
11 shs. Hanover Insurance Co. 
10 shs. Bank of America. 
4 shs. Central Trust Co. 
$1,000 Erie R. R. 3d Mtge. 
dorsed.) 
60 shs. Nat’l Butchers’ and Drovers’ 
200 shs. Nat’l Broadway Bank. 
4 shs. German-Am. R. B. Title Guar. Co. 
25 shs. United States Fire Ins. Co. 
910 shs. Aurora Grata Asso. of B’klyn. 
100 shs. Columbian Equipment Co. 
20 shs. Merchants’ Nat'l Bank. 
20 shs. Chicago & Alton R. R. 
225 shs. Johnston Building Co. Prefd., 
125 shs. Commercial Bank of Honduras, 
72 shs. Journeay & Burnham Prefd. 


RICHARD V. HARNETT & CO. 
AUCTION SALE 


STOCKS & BONDS 
Tuesday, Nov. f. at (2:30 P. M.. 


York 


4% p. c. Bd. (en- 


Bank. 


common. 
(Hypd.) 


Real-Estate Salesroom, 111 
Broadway. 
(For account of whom it may concern.) 
50 shares American Pegamoid Co. preferred, $100 
each. 
$10,000 Little Falls and Dolgeville R. R. ist 
Mortgage 6 p. c. Bonds, due 1921. 
50 shares American Exchange National 
$100 each. 
$2,500 Republic of Cuba 7 p. ec. 
1869. (Green Bonds.) 
$12,500 Republic of Cuba 7 p. ec. 
1872. (Red Bonds.) 
(By order of Theron G. Strong, 
Certain assets of the George R. Bidwell Cycle 
Co., a list of which can be seen at Auc- 
tioneers’, 71 and 73 Liberty St. 


At the New 


Co. 
Bank, 


Bonds. Issue of 


Bonds. Issue of 


Receiver.) 


DIVIDENDS. 


eee eee 


The Farmers’ Loan & Trust Co, 


16, 18, 20 & 22 William Street, 
New York, 


COUPONS AND DIVIDENDS DUE IN NO- 
VEMBER ARE PAYABLE AT THIS OF- 
FICE ON AND AFTER NOVEMBER 1, 
1898, AS FOLLOWS: 

Baltimore & Ohio Southwestern 
Co. 

Braddock Gas & Light Co. 

Bath Water Works Co., 5 per cents. 

Cicero & Proviso Street R. R. Co. of Chica- 
£0. 

Clinton Water Works Co., Cons’d Mtge. 

Consumers’ Gas Works Co., Limited. 

Cleveland & Marietta R’y Co. 

Crowfoot Cattle Co. 

Cedar Rapids Water Co. 

Elizabeth Town Water Co. 

Evansville, Terre Haute & 
Co. Ist Mtge. 

Evansville, Terre 
Co. Income. 

Housatonic R. R. Co. 
cent, 

Indianapolis & Vincennes R. R. Co. 
Mtge. 6 per cent.) 

Jamestown Water Supply Co. 

Larchmont Yacht Club. 

McKeesport Light Co. 

Maricopa & Phoenix R. R. Co. 

Meridian Water Works Co 

Middletown Gas & Electric Lig 

Minneapolis Street R’y Co. Ist 
cent. 2d Mtge. 6 per cent. 

Mt. Vernon Water Works Co. 

Marietta R’y Co. 

Nansemond Water Co. 

New Jarsey Steamboat Co. 

New York & Cuba Mail Ste 

Northwestern Coal Railway 

Omaha Street R’y Co. | 

Omaha Gas Manufacturing Co. 

Ohio & Mississippi Railway Co. 

Olean, N. Y., Improvement Bonds. 

Pennsylvania R. R. Co. Cons’d 
Mtge. Real Estate. 

Pittsburgh, Youngstown & Ashtabula R. 
Co, lst Mtge. 5 per cent. ; 

Pittsburgh, Cincinnati, Chic. & St. Louis R’y 
Series C and D. 

Scranton Suburban R’y Co. 

St. Louis Cable & Western R. 
Mtge. 

St, Paul City R’y Co. 6 per cent. 

Vanderburgh County. 

West Orange Water Co. 

Wellsville Water Co. Cons’d Mtge. 

Wyoming Valley Coc! €o. 

Wroming Vallev Coal Co. Catled Bonds. 

NOVEMBER 1, 1898 _ 
The Farmers’ Loan & Trust Co. Dividends. 
American Tobacco Co. Dividends. 
NOVEMBER 1, 1508. 
Huntington Water Co. Coupons. 
NOVEMBER 15, 1898. 

Syracuse, Geneva & Corning R. R. Co. Cou- 
pons. . Pine 

Pullman’s Palace Car Co. Dividends, 

Catskill Illuminating & Power Co. 

NOVEMBER 23, 1898. 

Ulster Blue Stone Co. 


—_ sm. 


Terminal 


Chicago R. 


‘hicago 


Haute & ( 
Mtge. 5 


Cons’d 


per 


1st 
R. 
1st 


amshiy 
Co. 


and 


R. Co. 


———— 


OFFICE OF 
EMPIRE STATE-IDAHO MINING 
DEVELOPING COMPANY, 
Stokes Building, 45 Cedar Street, 
New York, October 3ist, 
DIVIDEND NO. 6, 

A monthly dividend of ONE AND A QUARTER 
PER CENT. on the capital stock of this Company 
has this day been declared, payable November 
15th to stockholders of' record at the close of 
business on Nov. 5. F. J. KILNER, Secretary. 
Peoples Gas Light and Coke Co. (of 

Chicago.) 

Notice is hereby given that a dividend of 14% 
has been declared on the Capital Stock of this 
Company, payable to the Stockholders on Nov. 
25th, 1898. 

The transfer books will close, in New York, on 
Nov. 14th, 1898, at 3 P. M., and will reopen Nov. 


26th, 1898, at 10 A. M. 
. L. A. WILEY, Treagurer. 


AND 


1898. 


The 


Wins!ow Lanter & Co., 47 Nassau St., N.Y. 


THE INTEREST ON THE FOLLOWIN 
BONDS IS PAYABLE AT OUR BANKING- 
— ON AND AFTER NOVEMBER ist, 


aces as Oil Co., Debenture 8s. 
eve and Pittsburgh i sul, Sinke 
ing Fund 7s. asi Seo 2 
Cambridge City, Ind., Water Works 6s. 
Connersvilie, Ind., School 6s. 
Greenfield, Ind., School 6s. 
canst comm, ane. Gravel Road 6s. 
arrison unty, Ind., ? 
Marion, Ind., School eee ™ 
Pittsburgh, Ft. Wayne and Chicago R’y CoH Ff 
First Mortgage 7s, Series E; Second Mortgage 
7s, Series L. B: 
Portsmouth, Ohio, Water Works 8s. oe 
Red. Key, Ind., Town 6s. 
Rushville, Ind., Water 6s, Water Co. 6s. 
Starke County, Ind., Court House 6s, 
Tipton, Ind., Water 6s. 
Union County, Ind., Court House 53. 
November 4. 
Rochester, Ind., School 6s. 
November 9. 
Tipton, Ind., Improvement Bonds, 
November 10. 
Tipton, Ind., Water Works 6s. 
November 15. 
Columbia City, Ind., Water Works 6s, 
Dearborn County, Ind., Funding 5s. 
Jasper County, Ind., Gravel Road 6s. 
Monroe County, Ind., Gravel Road 5s. 
Noblesville, Ind., Improvement Bonds. 
Newton County, Ind., Gravel Road Bonds. 
November 17. 
Tipton, Ind., Improvement Bonds, 
November 28. 
Portland, Ind., Towa 6s. 


a 
THE FOLLOWING COUPONS ARE DUE AND 
PAYABLE AT TH ANKING HOUSE OF 


N. W HARRIS & COMPANY s 


DUE NOVEMBER 1ST, 1898. 

Big Stone, Minn., Refunding. 

Brainerd, Minn., Board of Education, School. 

Burlington, Ia., Independent School District, 
School Building, ‘‘Series F.’’ 

Clackamas County, Ore., School District No. 3, 
School Building, ‘‘Series B.’’ ‘ 

Des Moines, Ia., City R. R. Ca, Consolidated 
First Mortgage. 

Dunlap, Ia., Independent School District, Re- 
funding. 

Durango, Col., Refunding Water. ; 

East Portland, Ore., Water and Light. 

Fergus Falls, Minn., Independent School District, 
Refunding (Otter Tail Co.) 

Glen Township, So. Dak., School. 

Great Falis, Mont.. School District No. 1. 

Harlan, Ia., Electric Light Plant. 

Hart, Mich., Water Works. 

Hawthorne, Ill., Board of Education, School Dis- 
trict No. 7, School Building. : 

Independence, Ia., Electric Light. 

Iowa Falls, Ia., Water. 

Ithaca, Mich., Waiter. 

Logan, Utah, School Building. 

Logansport, Ind., Refunding. 

Mahaska County, Ia., Funding. 

Mankato, Minn., Refunding. 

Menominee,,Mich., Sewer and Paving; Street Im- 
provement. 

Normal, Ill., Water Works. 

Pulaski County, Ind., Court House. 

Rochester, Ind., — Works, 

Salem, Ore., Funding. 

Salt Lake County, Utah, School District No, 29. 

Spokane County, Wash., Court House and Jail; 
Funding Gold. 

Stevens County, Mme School District No 2, 
Gold Refunding (Colville). 

Whitman County, Wash., School District No. 9 


(Palouse). 
ag Wash., School District No, 69 


bac ene! ogg 
(Oakesdale). 4 
Yamhill County. Ores, Siok District Noa 40 
Funding School (McMinnville). 
DUE NOVEMBER 2D, 1898. 
Cedar Falls, Ia., Independent School District. 
Lawrence County, Ill., School District No, 
DUE NOV a xm 1898. 
St, Louis, Mich., Schoo u ng. 
DUE Kove a 1898. 
Menasha, Wis., High Schoo u ng. 
DUE NOVEMBER 10TH, 1898. 
Ft, Dodge, Ia., Independent District Refunding, 
DUE NOVEMBER 15TH, 1898. 
Britt, Ia., Water Works. 
Gaiveanon, Tex.. General Indebtedness Funding. 
Jasper County, ae Ne ae 5 
Jennings County, Ind., Road. 
san'"DUE NOVEMBER 18TH, 1898. 
Pierce County, Wash., School District No. 23 


(Fern Hill). bial 


Hil). PR 
THE FOLLOWING COUPONS ARE DUB 
AND PAYABLE AT OFFICE OF 


Farson, Leach & Company, 


35 NASSAU STREET, NEW YORK: 
NOVEMBER iST, 1898. 
Adams County, Iowa, Court House. 
Bartow, Florida, Municipal. 


Boone, Iowa, Water. 
Water and School. 


Connersville, Indiana, 
Des Moines, Iowa, Independent School District 


of Oakdale. Michi eationl 
Tron Mountain, Michigan, 5 “ 
King County, Washington, School District No. y 
Kokomo, Indiana, Funding and Improvement, 
Mason County, Washington, Funding. 
Pearsall, Texas, School. 
Peru, Indiana, School. 
Portland, Indiana, School. 
Rushville, Indiana, Water and Light Company. 
South Bend, Indiana, Improvement. : 
Union City, Indiana, School. 
Van Buren, Indlana, School. 
Washington County, Indiana, Gravel Road. 
NOVEMBER 10TH, 1898. 
New Castle, Indiana, School. 
NOVEMBER. 15TH, 1898. 
Mount Vernon, Indiana, School. 
Swayzee, Indiana, Funding. 
NOVEMBER 17TH, 1898. 
Portland, Indiana, Improvement. 
NOVEMBER 20TH, 1898. 
St. Ignace, Michigan, Water. 


New York Security and Trust Company. 


NO. 46 WALL ST., NEW YORK. 
COUPONS DUE NOVEMBER 1, 1898. 


Bennington & Rutland Ry. Co. 

Cattletsburg, Kenova & Ceredo Water 
Co. 

City of Dallas, Texas. 

Dallas Gas & Fuel Co, 

Dalias City, Oregon. 

Home Riverside Coal Mining Co. 

Mfgrs. Natural Gas Co. 

New Memphis Gas Light Co, 

Pierce Co., Wash. (May 2d.) 

Remington Paper Co. 

Utica Belt Line St. Ry. Ist Mtge. 

Suffolk Gas & Elec. Lt. Co. 1st Mtge.5% 


Cincinnati. Sandusky & Cleveland 
Railroad Company. 
October 10th, 1898. 
The semi-annual dividend of three per cent 
will be paid on the preferred stock of this Com- 
pany on November Ist, 1898, at the office of 
Messrs. J. P. Morgan & Co., New York. 
The transfer books will close at 3 o’clock P, M., 
October 20th, 1898, and reopen at 10 o’clock A. 
M.. November 2d, 1898 C. F. COX, Treasurer. 


- Bova Fe: petals ot 
Missouri. Kansas & Texas Ry. Co. 
. 45 Wall St., New York, Oct. 29, 1898. 
Coupons of the following-named companies, mae 
turing Nov. Ist, 1898, will be paid upon presenta- 
tion at this office on and after that date: 
Dallas & Waco R. R, Co. bes 
Boonville Railroad Bridge Co. 
Mo.. Kan. & Texas ist Mtge. Extension, 
c. G. HEDGE, Vice Prest. and Treasurer. 
a 





The Nassau Bank. 

New York, Oct. 26, 1898. 
91st Consecutive Dividend. 

A semi-annual Dividend of four (4) per cent 
was this day declared, out of the earnings of the 
last six months, payable, free of tax, on and 
after Nov. Ist. 

Transfer books closed until Nov. 2d. 

WM. H. ROGERS, Cashier. 


National 


— 





Exchange 
Bank, 

128 Broadway, New York, October 21, 1898. 

At a meeting of the Board of Directors, held 
this day, a dividend of THREE AND ONE-HALF 
814) PER CENT., on the capital stock, was dee 
ared, payable Nov. 1st prox. 

ansfer books will close this day, and reopen 

Nov. 8d proximo. EDWARD BURNS, Cashier. 


American 


Railway Terminal Elevator 
o. 
First Mortgage 6% Bonds. 

Coupons maturing 1st November, 1898, will be 
paid at Mercantile National Bank, New York 
Old Colony Building, Chicago, and 20 Thread- 
needle Street. London, E. C. 

FRANCIS N. WHITNEY, Asst. Sec’y. 
ee 


Chicago 


The Germania Bank of the 
City of New York. 
New York, Oct. 18th, 1898. 
The Board of Directors have this day declar 
a semi-annual dividend of Five Per Cent., free of 
tax, payable on and after November Ist next, 
Transfer bocks will remain clesed to November 


Ist. J. A. MORSCHHAUSER, Cashier. 
———$—$—$———————$————— nD, 
The National Starch Mfe. Co., 
OFFICE OF THE TREASURER. 

No. 1 Broadway, New York: 
The coupons due Nov. 1, 1898,,on the bonds of 
the National Starch Manufacturing Company will 
be paid on Tuesday, Nov. 1, 1898, upon presenta- 
tion at the Chase National Bank, New York. 
CHARLES C. BURNS, Treasurer. 


Fourteenth Street Bank. 
New York, October 25, 1898. 
The Board of Directors have this day declared 
the usual semi-annual dividend of THREE PER, 
CENT., free of tax, payable on November 1, 1898, 
IRVING C. GAYLORD, « ; 
Cashier. ° 


Minneapolis & St. Louis R. R. Co. 
Coupons due November Ist, 1898, from the Cone 
solidated Mortgage 5 per cent. bonds, and from 
Minneapolis and Duluth Be nds of this Company, 
will be paid on and after that date upon presenta 
tion at the office of the Certral Trust Co., 
Wall Street, New York. F. H. DAVIS, Treasurer, 


- of the State of New York, 
sae Seek New York, October 25th, 1898. 
The Directors haye this day declared a Divtie 
dend of Three Per Cent. upon the capital stock, 
free from taxes, payable November 10th. 
Transfer books closed until after that date. 
B. C. DUER, Cashier, 
cee 


a 
Tennessee Coal, Iron & R. R. Co., 
No. 80 Broadway, New York. Oct. 24, 1898) 
The COUPONS due Nov. Ist, 1898, on the bo 
of the ‘*‘ PRATT COAL AND IRON COMPANY,’ 
will be paid at maturity at the Hanover Natio 
Bank, N. Y. J. BOWRON, Treasurer. © 


West Chieago Street Railroad Co. 

Coupons due November Ist, 1898, from both the 
First Mortgage and Consolidated Mortgage Bonds 
of this Company will be paid .on and after that 
date at the office of the Company, 54 Wall St, 
New York City. L. S. OWSLEY, Treasurer. — 
The United States Leather Company. 

The coupons of the debenture bonds of this 
Company, due November ist, 1898, will be paid 
on and after that date at the National Park 
Bank, New York. 
JAMES R. PLUM, Treasurer. 


nnn -_—— — - — 
PROVINCE OF QUEBEC 5 PER CENT. LOAN” 
of 1908. Coupons due Ist of Nov., will be ad 
at the agency of the Bank of Montreal, 59 a 
Wall St., New York. , 
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NEW YORK STOCK EXCHANGE, . Tease 32 NEW YORK STOCK EXCHANGE. 
Complete Transactions in Stocks—Monday, Oct. 31, 1898, . eos tog Bid and Asked Quotations. 


| First. \ “High. 7 lew. 1 mee: | ‘~> ‘The following were the closing quotations for Government bonds. and. for spocke, in. | 
~ while there were no transactions: ; 
Bid[Ask’d, | _ MINNEAPOLIS, Minn., Oct. 31.—October, 


Adams Bxpress .......] 110 | 110 110 
“Bid. [Asia Bia.|Ask'a.| a 
; c; December, Cc; 
Norfolk S0.,....-- 55 | 00 | Sc; Decemt sagt ; i i 


FINANCIAL, 


—-Closing.-—| 
Bid. |Asked.| Sales. 
110 | 113 150 
32 | 83 230 
81%| 82% 


i) 
fal 


137 


rn 


REDEMPTION 


or 


pene 


+ eeeeree wae 


1925 
1904........111 
1 13 


ae 


BTete ye age 


+ | 
> a 


American Coal... .120 
Am, Dist. Tel..... 32 
Am. Sp. Mfg, pf.. 34 
Am. T. & C. YT 
Am. Tobacco Lacon 1” 


b+14+4%+% 


NOTICE IS HEREBY GIVEN that Nineteen 
Hundred and Twenty-eight (1928) of the General 
First Mortgage Bonds of the Northern Pacific 
Railroad Company were this day drawn for the 
Sinking Fund, the require- 
ments of Articles Eleven and Twelve of the Trust 


18886 


18889 37664 


American Cc 32 32 82 32 Pes es 
A Cot il pf r “6 30” | 16 06 
m, Cotton Oil pf.... r., 1918........1 f. 80 Nor. & West...... 12 by No. 2 Norther 
Sugar Ref. Co... Seo .. |Ore, Short Line... 
Am. Steel & Wire Go. a Senn, Coal... ILWAUKEE, Oct. 31.—No. 1: Northern, 
° : re Peo. & Eas 
e Bonds 7 5 : 
General First Mortgag — B02 53204 At. ar & . a 36 os nf Bs SR macs sees A fair advance was made in corn yester- 
th Bay State Gas ..-. 2: Howe Coemtral.’.. 2. inerease of 175,000 ee in the visible 
PANY. 34% Quicksilver ....... 
Brooklyn Union Gas.. ad Kanawha & Mich. urday ‘and about top for the day. No. 2 
W. & O., ex 4.125 
Central Pacific Ann Arbor... é 3 Keokuk & West.. *Rio Grande W. pf 65 
32084 - 8% oom 2, 2914c; No. 3, 28%4c; No. 2 white, 
Chicago & Eastern Ill. Boston. A. Lake Shore hae mapenbates Botte; 


Am. Malting Co. pf.. 81 
Americon Cotton Oil.. Ty: 801 ex int. 
American Express .... c., 1918........ "$%|Nor. & West. pf.- 50% 
American Spirits Mfg. 191 gmail. ».»4 7 ORt Mini ~ wi, pi tag ‘Se Big = 31, i A Northern, re 
Am. Sugar Ref. Co. pf. gore Ea 11 12%|Pac. Coast 1st pf. 78 ase. ss : 
American Tobacco 17 |Pac, Coast’ sa pf.. 58 
Se W. ; No. 2 Northern, 66%4c. 
At.. T. & 8, F us Green ‘Bay, & - Corn. , 
H. 92 
. day, the impulse bei steady cables, a de- 
OF THE B. & O. pf., when igs. ’ be Homestake ple ie y: p 
NORTHERN PACIFIC RAILROAD COM- B. & O. Southw. pf.. Ill. Cent. ce | Oe 1 fagroase af 110,000 nice es ae 
| Beech Creek . 125 |lowa Central p ¢.|. 33 * as P ——— There was ood demand from 
Brooklyn Rapid Tran. 40 |Joliet & Sasere, .160 Quicksilver pf...-.. 6 shorts, and: prices clos c¢ above Sat- 
Canada Moathern Keokuk & D. Ree 2 pene Saratoga. 185 corn closed at 39%¢, free on board, afloat. 
Canadian Pacific .. & D. M. pf.. - 13 15+ |*Rio Grande West. 27 Oats. . 
Chesapeake & Ohio... 1 , | Ann Arbor pf.. 36 |Kingston & Pem.. 3 . & Gr. Isl.. 6 No. 
Chi., Bur. & Quincy... ; AL +3] B. & O., when is’. 83 |L. & W. pf... 61 & Gr. Isl. No. 3 white, 29i4c; track mixed, 29@ 
53 5: 1 sh . 56% track white, 30@33c; No. 2 white clips, 
Chicago Great West.. ee aa A “Gay. ke 8%4/Long Island St. Jo. “& Gr." Isi. . 
Chi, Gr. West. pf., A. ; 84 {Mahoning Coal R.120 ad Pes ‘ 


| 
as 


TE l+i++: 4: 


Miscellaneous. 


RYE—No, 2 Western, 59c, free on board, 
afloat, to arrive; D4@5414 44c, cost, insurance, 
and freight, Buffalo; State rye, 54c, cost, 
insurance, and freight, New York, car lots. 
. DAR , BARLEY—Feeding, 38@41c, nominal, ae 
30 |Minn. St. Li... Oe insurance, and freight, Buffalo; maltin 
.. IM, & St. L. 2d pf. 591%4| 60% Sil. bullion certfs.. 61 474%4@5lc, delivered, New York. BUC 
ht aoe : Minn. St. P. & S. a ag fand : aghe ar cost, insurance, and 

“a. p A ‘ re oS n rust. Te t ew .Yor ra 
Ce. c.,.C. & St. L. Mobile & Ohio... Cc 4 = si ie 


> 27 |iTol. & O 
ae 84 88 |Morris & Essex... FLOUR AND MEAL. 


177 |Tol. & O. oa 
clev., ie re | 1644|Nat. Biscuit 33%4|Tol., Peo. & West. .. i 
Cleve. & bode .. |Nat. Biscuit pf.... 97% Twin City R. T... 26 We straights one 4 samen: a: 
vi 3” National etaten- ? a by! Be try & G., Ist 5 tentg, $3.75@$4; Spring clears, $3.10@$3.30; 
re 7 3 “Awe pr n, extra No. 1 Winter, 3@$3.10; extra No. 2 
iste & _ > ae ek Winter, $2.80@$: 2.90! no grade, $1.72%4, to 
Tie ig . Le 80 $1.55@$1.70, spot 


These bonds will be paid at 110 and accrued in- 
terest on presentation at the office of the Cen- 
tral Trust Company of New York, No. 54 Wall 
Street, New York. : 

The interest on the above bonds will cease on 
and after January 1, 1899. 


. =, 


75 {Mah, Coal R. pf...105 
- |Manhattan Beach. 2 

154% Md. Coal 

-. |Mexican é 

106. |Mex. Nat. certfs. 

72 |Michigan Central.107 


in accordance with 


Chi, Gr. West. pf., B. 
Chi., Ind. & Louis 
Chi., Mil. & St. Paul.. 
Chi., Mil. & St. P. pf. 
Chicago & Northw.... 
Chi., Rock Isl. & Pac. 
hs he AE BE Dats a 
leve., Lor. & W. pf.. 


Any holder of any of the bonds above desig- 400 | colorado Fuel & Iron. 
465 | Col., Hock. Val. & Tol. 


s thereof, 

nated, upon presentation and surrender r 1, | Consolidated 7: ohh ada 

may receive payment at any time prior to Janu- rt g 7 :* ay bd 
. ~ onsolidated Ice pf... 

ary 1, 1899, at the rate of 110 and interest ac 916 | Del. & Hudson 

cerned to date of presentation. 100 


Del., yy & \ at 
CENTRAL TRUST COMPANY OF NEW YORK, ° 135 ag gi 
Trustee. 


S ** oe 
Chi. & Alton 9 a.170 - 
Chi. & E. we Vf .1041%4 
Chi. Gt. eb.. 70 
or Ind, "et f. 25 

hi. & N. W. ..176 

8% 
34 


Mortgage, pmbered as follows, viz.: 


45398 
45410 
45415 
45416 
45419 
45422 
45423 
45455 
45457 
45458 
45567 
45570 
45571 
45572 
45604 
45607 


37677 
47655 
S774 
87829 
B7S3V 
B7ISSY 
B7S847 
37840 
37851 
37855 
87901 
87911 
37914 
37947 
37948 
37949 


32092 
$2127 
32184 
$2208 
$2261 
32266 
32283 
32288 
32310 
82349 
32359 
32360 
32361 
82371 
324 13 


18891 
1ssy7 
18937 
189338 
18952 
18976 
18¥s0 
18990 
19003 
19007 
19015 
19032 
19034 
lyu38 
19041 


7649 
7650 
7652 
7656 
7704 
7758 
Tisz 
7768 


13885 
13893 
13925 
1334 
13935 
13950 
13953 
13990 
14006 
14028 
14035 
14036 
14045 
14081 
14091 


7 
217 
225 


278 
ze Cnt Term, Trens. ° 


t+ 


soe, 


G. Rf 
Ed. Elec. Il. of N 
509 | Erie ist pf 
111 | Evans. & T. H. 


~ 
Col. Midland i 1 arrive; buckwheat flour, 


and to arrive. RYE FLOUR—$3@$3.35. 





asst. 


14125 
14159 
14167 
14168 
14173 
14174 
14175 
14192 
14194 
14196 
14197 
14243 
14311 
14334 
14337 
14342 
14360 
14376 
14382 
14427 
14447 
14477 
14481 
see 


15849 
1589) 
15906 
15920 
16030 
16031 
16039 
16040 
16041 
16043 
186045 
16049 
16061 
16035 
16066 
18070 
16089 
16097 
16098 
16108 
16150 
16180 
16182 
16189 
16222 
16225 
16229 
16231 
16238 
16252 
16309 
16332 
16344 
16356 
16260 
16881 
16388 
16390 
16395 
16410 
16412 
16413 
16458 
16460 
16477 
18478 
16483 
16541 
16549 
16550 
163972 
16687 
16624 
16702 
16721 
16740 
16742 
18745 
16755 
16761 
16765 
16781 
16790 
16792 
16793 
16892 
'G805 
16817 
16£18 
16819 
16827 
16828 
16834 
16835 
16839 
16840 
168423 
16845 
16851 
16888 
16889 
16960 
16962 
16963 
16966 
17000 
17043 
7071 


j= 
Hel S 


pb CPC CL arte bearer dcr terface far er 
nz D+ 


AINA -1 


Seqs1-1 


~=- 


eT tt 
“<1 


ek et te ek ee 


19049 
19144 
19151 
19247 
19249 
19267 
19276 
19317 
19388 
19441 
19449 
19450 
19497 
19508 
19510 
19513 
19531 
19605 
19631 
19634 
19668 
19689 
20010 
20011 
20016 
20376 
20397 
20417 
20454 
20462 
20468 
20473 
20474 
20492 
20499 
20501 
20555 
20576 
20602 
20604 
20605 
20637 
20639 
20645 
20653 
20670 
20705 
20738 
20746 
20775 
20783 
20796 
20798 
20825 
20829 
20891 
20892 
20903 
20911 
20920 
20931 
20936 
20995 
20996 
21011 
21016 
21058 
21064 
21066 
21081 
21082 
21088 
21092 
21112 
21113 
21140 
21145 
21423 
21644 
21849 
21916 
21941 
21948 
21949 
21951 
21953 
21960 
28483 
28485 
28513 
38514 
28516 
28522 
28614 
28616 
28640 
28648 
28722 
28794 
28903 
28904 
28923 
28960 
28973 
2807 7 5 
28976 
28977 
28993 
28994 
2905) 
29136 
29137 
29138 
29139 
29227 
29228 
29229 


229909 
29911 
29912 
29941 
29945 
29950 


29954 
29993 
80024 
R0085 
30036 
30049 
30067 
80103 
30122 
50124 
30141 
80142 
30160 
30169 
30170 
80171 
30197 
80207 
30216 
30256 
80258 
30291 
303! 52 
30353 
30354 
80357 
80359 
30287 
20368 
30386 
30410 
20458 
30540 
30541 
30647 
20673 
30679 
B0690 
80692 
80724 
80726 
20728 
30729 
30734 
30795 
BOT9T 
30848 
30876 
309n1 
20952 
30988 
31101 
8113: 

31139 
31199 
81200 
31316 
81363 
31368 
31370 
31371 
81378 


32614 


84496 
84518 
84515 
34561 
34591 
34595 
B4596 
34598 
34601 


35052 
35054 
B5069 
35101 
35111 
35122 
35123 
35124 
35126 
35127 
35134 
35151 
35172 
35180 


92 
26004 
36023 
86072 
36143 
26186 
36193 
86224 
30237 
26238 
36257 
36325 
36414 
36415 
26418 
36420 
36438 
86502 
36504 
36536 
36597 
36656 
36668 
36680 
36684 
36686 
36713 
26714 
36720 
26735 
36736 
36770 
B8772 
36774 
836775 
36776 
360777 
86778 
836780 
36791 
36795 
26796 
36797 
86798 


37950 
87952 
87955 
37975 
387988 
87989 
37991 
37995 
38370 
38393 
88394 
88400 
38495 


40040 
40069 
40074 
41253 


41604 
41607 
41612 
41615 
41628 
41677 
41743 
41815 
41982 
41985 
41989 
42021 
42169 
42197 
42214 
42209 


43979 
44020 
44063 
44077 
44099 
44101 
44120 
44123 
44126 
44127 
44129 
44130 
44122 
44136 
44137 
44138 
44139 
44142 
44144 
44145 
44147 
44148 
44151 
44152 
44153 
44154 
44157 
44158 
44159 
44160 
44161 
44166 
44167 
44168 
44169 
44170 
44172 
44173 
44174 
44176 
44177 
44178 
44197 
44204 
44211 
44214 
44289 
44241 
44249 
44290 
44300 
44301 
44303 
44318 
44819 
44324 
44338 
442389 
44362 
44363 
44585 
44386 
44419 
44518 
44529 
44531 
44532 
44533 
44636 
44639 
44641 
44642 
446438 
44647 


45625 
45633 


45657 | 


45838 
45855 
46280 
46286 
46300 
46360 
46367 
46368 
46369 
46421 

46424 
46426 
46428 
46438 
46452 

46459 
46468 
46475 

46476 
46478 
46496 
46506 
46516 
46539 
46631 

46633 
46655 
46656 
46663 
46668 
46673 


SIS DD mde oe Gt 
CK © D ra 


48360 
48426 
48435 
48491 
48533 
48536 
48572 
486138 
48742 
48802 
48858 
48922 
48959 
48997 
46149 
49185 
49198 
49208 
49°72 
49274 


49926 
49931 
49932 
49962 
h0073 
50074 
50171 
50173 
50182 
FOG 
50187 
50188 
50189 
502138 
50293 
50294 
50304 
HORS 
50592 
50623 
50672 
HOGR3 
10720 
50959 
51011 
51039 
51089 
1111 
51115 
51116 
51143 
%1150 
51163 
51164 
51166 
51187 
51206 
51241 
51244 
51208 


Gold reserve 


‘from 


By G. SHERMAN, 
Vice President. 
NEW YORK, July 14, 1898. 
We, the undersigned, hereby certify that the 
Nineteen Hundred and Twenty-eight (1,928) Bonds 
were designated by lot in our presence as above 
stated. 
GEORGE P. ROBBINS, 
With Central Trust Company of New York. 
A. H. KENT, 
Of the Northern Pacific Railroad Company. 
FRANK B. SMIDT, 
Notary Public, New York City and County. 


—[—$_—_$_———— TT 


THE TEXAS & PACIFIC RAILWAY CO. 


TO THE HOLDERS OF 


TRUST MORTGAGE BONDS, 
EASTERN DIVISION, 


Texas and Pacific Railway Co., 
DATED MAY 15, 1875. 


The holders of the following Texas and Pacific 
Railway Company, First Mortgage Eastern Di- 
vision Bonds, secured by mortgage, dated the 15th 
day of May, A. D. 1875, are hereby notified to 
present them to the Mercantile Trust Company, 
No. 120 Broadway, New York City, for payment 
at par value, the same having been designated by 
lot for payment, in accordance with the terms 
creating the Sinking Fund of the mortgage. The 
holders of the bonds so designated will have until 
the date of the next interest payment, March Ist, 
1899, to present the same for redemption at the 
par value thereof, and if not presented by that 
date, the interest on the same will cease: 


3624 
3654 
3677 
3682 
3697 
3711 
3720 
8745 
3748 
3752 
1985 8757 
2024 257% 3758 
2026 2578 57 3759 
2028 315 3760 
2029 3771 
2040 sree 
2042 B797 
2051 3815 
2061 3826 
2064 — 
2095 3. 

2115 3868 
2121 3881 
2129 3884 
21438 2886 
5 enor 
3145 3803 
2149 3913 
2151 3915 
5 3931 
3938 
3956 
3964 
3967 
3980 
3984 
3989 
4002 
4010 
4013 
4024 


3046 
3057 
3060 


2452 
2454 
2457 
2489 
2518 


1853 
1876 
1904 
1918 
1949 
1954 
1967 
1971 
1979 
1980 


1270 
1283 
660 1285 
661 1292 
667 1307 
668 1237 
671 1341 
686 1344 
1347 

1351 
1353 
1366 
1372 
1405 
1407 
1409 
1418 
1435 
1442 
1445 
1447 
1456 
1473 
1512 
1513 
1523 
< 1524 
339 S4t 1527 
354 1538 
360 1540 
365 1551 
368 1555 
370 1562 
378 1570 
392 ps 1588 
399 ¢ 1590 
404 1601 
410 1621 2224 
411 1632 2232 
412 1640 2243 
443 1646 2254 
463 1658 2256 
465 1659 2266 
466 1663 2294 
470 1666 2297 
474 1681 2307 
493 1682 2308 
495 2310 
499 2312 
506 2314 
610 2315 
519 2323 
528 2330 
536 2336 
544 2346 
563 2349 
565 2379 
572 2386 
584 2389 
592 Bf 8% 2393 
615 2407 
621 2411 
C33 2445 
GEO. D. KRUMBHAAR, ? 

C. E. SATTERLEE, 5 Trustees. 

New York, October Ist, 1898. 

—_—— 


MEETINGS AND anes. 


641 
647 


2218 


2948 
2951 

2954 f 
2956 3537 
2963 3539 
2970 3548 
2974 33552 
2987 3563 
2997 3569 
3013 3575 
3031 3583 
3045 3612 
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Notice ae Annual tities of 
Appert Glass Company, 

The Annual Meeting of the stockholders of this 
Company will be held on the 10th day of Novem- 
ber, 1898, at two o'clock in the afternoon, at the 
office of The Corporation Trust Company of New 
Jersey, Greene and Grand Streets, Jersey City, 
New Jersey, for the purpose of electing a Board 
of Directors and receiving and acting upon the 
reports of the officers, and for the transaction of 
such other business as may properly come before 
the meeting. The transfer books of the stock will 
be closed Oct. 3lst at 3 P. M. and reopened Nov. 
llth, at 10 A. M.—Dated October 31st, 1898, 

HENRY GUINARD, 
Secretary. 


The Pennsylvanian Knitting Millis of 
Reading, Ine, 

A meeting of the Stockholders of The 
sylvania Knitting Mills of Reading, 
be held at the Office of the Company, 
Franklin Street, New York, on Thursday, 
vember. 10, 1898, at 11 o’ciock A. M., for the 
purpose of passing a resolution to file applica- 
tion for reincorporation of this company under 
the laws of the Commorwealth of Pennsylvania, 
and for the transaction of such other business 
as may properly come before the meeting. 

MAX H. SCHULTZE, Sec. Treas. 


The “Home 1 Bank, 
303 West 42d St. 

The annual meeting of thg stockholders will be 
held at the bank on Monday, Nov. T, 1898, for the 
election of a Board of Directors and three In- 
specters of Election for the ensuing year. Polls 
ypen from 12 o’clock noon to 1 o’clock P. M. 

J. P. DUNNING, Cashier. 


The Nassau Bank, 
New York, Oct. 24th, 1898. 
The Annual Election for seven Directors to 
serve for the ensuing year and for three Inspect- 
ors cf the next election, will be held at the bank- 
ing rooms on Tuesday, Nov. 8th. 
2olls open from 11 o’clock A. M. until 12 o'clock 
WM. H. ROGERS, Cashier, 


QU ARTERLY MEETING Or THR AMERIC ‘AN 
INSTITUTE, November 3d, at 115 West 28th 
Street at 8 o'clock P. M. WILLIAM “T. 
I EOPLES, Secretary. 
I 


TREASURY BALANCES. 


WASHINGTON, Oct. 31.—To-day’s statement of 
the condition of the Treasury-shows: 
Available cash balance............... $304,178, 304 
240,645,951 
8,183,646 
20,945,320 
1,175,302 
2,376,254 
39,630,051 
165,037,937 
2,685,000 
53,903,000 
238,651,114 
95,243,828 
843, 690 


Penn- 
Inc., will 
81 and 83 
No- 


Net 

Unite: | St: ites notes in the Treasury. 
Treasury notes of 1890 

Total receipts this day 

Total receipts this month 

Total receipts this year 

Total expenditures this day 

Total expenditures this month 

Total expenditures this year 
Deposits in National banks.......... 

Silver bullion 

National bank notes reeeived for re- 
demption 

Government receipts from eustoms.... 
Internal revenue 

Miscellaneous 


464,880 
455,178 


Gold Imports ef $581,000. 


The equivalent of $681,000 in bar and 
French gold.arrived at this port yesterday 


Europe. On the steamship Etruria 
and Auguste Victoria over £24,000 in her 
gold for Muller, & Co.; on La 
Touraine over 1,045,000 francs for the Na- 
tional City Bank, 760,000 francs for Lazard 
Fréres, and 500,000 for the United 
States Mortguge and Trust Company. 


22,359 | Fed. Steel, when iss. 
30,985 | Fed. Steel. pf., wh’n is.| 
350 | General Electric 
120 | Great Northern pf 
200 | Hawaiian Sugar 
342 | Illinois Central 
350 | International Paper... 
560 | Int. Paper pf 
660 | K. C., Pitts. & Gulf... 
120 | Laclede Gas ° 
100 | Laclede Gas pf 
400 | Lake Erie & West. 
12,915 | Louisville & Nashville. 
5,220 | Manhattan Con 
3,054 | Metropolitan St. 
20 | Minn. & St. L. ist of. 
1,100 | Minn, Iron, t. r., std. 
20 | Mo., Kan, & Texas... 
610 | Mo., Kan. & Tex. pf.. 
610 | Missouri Pacific 
133 | National Lead Co.... 
10 | National Lead Co, pf.} 
2,100 | National Linseed Oil.. 
100 | National Starch 2d pf. 
120 | New Jersey Central... 
400 | New York Air Brake. 
403 | New York Central 
15|N. Y., N. 
iN. Y.,: Chi. 4 
‘y 500 | North American 
3914 | 14,170 | Northern Pacific 
76 1,425 | Northern Pacific pf... 
410 | Ontario & Western... 
25 | Oregon R. & Nav 
100 | | Oregon R. & Nav, pf.. 
212 | Pacific Coast 
1,350 | Pacific Mail 
600 | Pennsylvania R. R. 
8,115 | People’s Gas, C hicago. 
2,032 | Pull. Pal. Car Co 
180 | Reading 
300 | Reading ist pf 
200 | Reading 2d pf 
100 | St. L. & 8S. F. 2d pf... 
100 | St. Louis Southw. pf.. 
300 | St. Paul & Omaha 
100 | St. Paul & Omaha pf.| 
400 | Southern Pacific 
| 500 | Southern Railway .... 
| 10,168 | Southern Railway pf.. 
100 | Standard R. & T 
4,805 | Tenn. Coal & Iron.... 
100 | Tenn, Coal & Iron pf. 
800 | Texas Pacific 
1,518 Third Avenue 
{ 1,300 | Union Pacific 
63% | 5,164 | Union Pacific 
<< | 50 | United States Express. 
64 | 6%] 40 | United States Leather. | 
65 200 | U. S. Leather pf 
414 1,490 | United States Rubber. 
102%, 682 | U. S. Rubber pf 2 
7% | 200 | Wabash 7% | 
20% 150 | Wabash pf 2036 
96 100 | West Chicago Street.. 95, 
180 | Western Union Tel... 92% | 
! 














102%, 





924, | 


Sales... .. |335,840 








Pb+iebt+ 
SRR ASE 





to 


PL ++ 1441 


SD Itht 
> > GRRE: aR 


644 | 
43% | 
6, | 

65% | 

42 | 

103 | 
7% | 

20%, | 

Dy | 

92%, | 





Complete Bond Transactions. 


|\Chi Term Trans 4s 
17,000. . 
100344} 6,000 
+} Pt Ww & DC 


Am Cotton Oil Co 8s 


Am Spirits Mfg Co 6s 
1,000 


Am Tobacco Co scrip 
BOD. oocces see Bavcsse 


{Oregon Short Line 6s 


- 89% 
. 90 


Oregon S L ist con 5s 


76% | "Income A 5s 


: 76 


76% 
r Oregon 8 L, inc B & col 
59% trust 


Green Bay & w est deb, B 


15,000... %@ Int ry Gt Nor 2d 
20,000 

2,000... 
33,000 

2,000. «.« 


4%, 
944, 
v4 , 
91% Kings Co Elev Ist 

% LS & Mich So 3%s 


% Lex Av & Pav Py ist 


BUG. on cas tesés er sests f 
25, GTS tes hess cake oe 
B&O 3148, when issued 

shan? z 


B & O 4s, when issued 


ly Metropolitan Elev ist 


Brooklyn Elev ist, Trust. _ 2,04 
Co certfs Mairopolitan Elev 2d 


Bklyn, Queens Co & § 
urban con gold ds 
6,000 


- 115 


109% 
;Mil, LS&W ext 5s 


Cent Ga Ry con 5s lating & St L con 5s 
RP ado 266tn ae v6.0 0 oes 90%) 
Cent Ga Ry Ist inc \Mo, K & East ist 


RL oss bn xe h bose Ce ues 36 
Cent of N J 1st cons, 1899 IMo, K & T ist 4s 
10,000 


ok Southern 2d 


Cent Ohio reorg Ist | 
cits s Kab sas. 6 Oo be 107%} 
Ches & Ohio Ist, Series A 

4,000820F 118 
Ches & Ohio gen 4\%s | 
Rinks <bents sat hae 86K} 
2 RE : { 
8614 Mo, K&T 2d 

10, 000 


10,000 


Ches & Ohio, R & A Div, 
Ist cons 4s 

1.000. 
B & Q, ‘lowa’ Div 4s 


'B & Q, Neb ext 4s 


|Missouri Pacific cons 
.104 aren 


Chi, 
Chi. 


, B & Man Beach Ist 
con 5s 
StL & C 4s 


Ind & L refdg 6s 


Cin, Ind, 


Chi, 


Central & Hudson, 
Lake Shore col 3%s 
29,000 
Chi, M & St Paul gen 4s, 
Series A "Mich Cent pak 
18,000. 


Ny, C & St L4s” 


wn YO & W refdg 4s 
| 24, 000 


Bhar 


1,000 
Chi, M & St P gold 7s 
30,000¢ 


RI& P gen 4s 
Me, 


Col Coal & Iron 6s 


-HV & T 5s. 
& Co certs, $85 paid 
00 


Dal '& Waco _ ‘5s 
2,000 
ates: f 2 He Grande 4s 


93%| Nor ‘Pac Term ist 
94 | 6,000 
stad Nor Ry of Cal 5s 
94 6,000 


Erie 1st con 7s 
42,00083 
Erie 4s prior bonds 
1.000 


144 


ob pod nc OE 
Total sales. .....eeee05: * 


10,000. Sepibhe Side am cle 


eoome eee eeeee 


ore tee 


- 100%! 
100% 


- 115% 


70 

70 ee 
70 ied sind sccetewewes ‘ 
69 5 


; 68% 'St L & Iron Mt gen 58 
000 


123 


Louis & ae S&WN Ala 


‘ist L@ 8 FG M és 


105 
5,000s20F 
117% Sst LS W Ist 
11,000 


104% ‘St L'S W 24d ine 
104% 5,000 

| 
114% 
115% St P, M & M con 6s, re- 
‘duced to 44s 


118% 
10914 
99% 
} 
9014 Scioto Val& N 
90, | 3,000 
90% So Pac of Ariz Ist 
PO“, . 
90% Southern Ry Ist 5s 
90%) 19,000 
0%! 
91 


64% 
644 
61% 
Ci standard’ R & T ine 
| ~, 
83 

Texas & Pacific Ist 5s 
105% 


106 Texas & Pacific 2d ine 


‘StL @ KC 1st, Tr 
Co certfs 

DM Nias 6 bien hace A's dee 

Union Elev ist 6s, Trust 
| Co certfs 


‘Tol 
90% 


102%|Union Pac col tr 414s, Tr 
Co certfs 
10,000 


Co certfs 


1,000 
100% Wabash 5 5s 


© 
0, 


100% Wabash deb, Series B 


100% 5,000 
100% Wis Cent Co ist, Trust 


on aeere 


10,000. ... 


15,000. ... 

10,000 
1,000... 

15,000. ... 


1 icp 
«+++ « $3,100,000 


Col. & H.C. & I. 5 
c., 22 


H. V. & T. pf.. 
Consol, Coal 


‘ 13% 
*Last recorded figures—no Stock Exchange quotation yesterday. 


STATUS. OF NEW YORK CITY NON-MEMBER BANKS. 


The following is the statement in detail for the past week of the banks not mem- 
bers of the Clearing House Association, but which clear through some of its mem- 


bers: 


BANKS. *Capital. 


___ 
New York City: 
Astor Place 
Colonial 
Columbia 
Eleventh Ward. 
Fourteenth St... 
Franklin Nat... 
Gansevoort 
Hamilton 
Hide & L. Nat.. 
Home , 
Hudson River .. 
Mount Morris .. 
Mutual 
19th Ward 
Plaza 
Riverside 
State 
Twelfth Ward .. 
23d Ward 
Union Square .. 
Yorkville 
Astor National.. 
Brooklyn: 
Bedford 
Broadway 
Brooklyn 
Eighth Ward .. 
Fifth Avenue .. 
Fulton 
Kings Couagty se 
Manuf’rs Nat... 
Mechanics’ Bank 
Mech, & Trad’s’. 
Nassau Nat 
National City... 
North Side 
People’s 
Queens 
I. City) 
Schermerhorn 
17th Ward 
Sprague Nat.... 
26th Ward 
Union 
Wallabout 
Other Cities: 
ARP ek 
Hud.Co.Na., J.C. 
2d Nat.. J.C. 
oa Mek., 2. Cres 
lst Nat., Hoboken} 
2d Nat., Hoboken 125,000 
Bank, of S. I..-. 25,000 
ist Nat., S. I... 100,000 





300, se 


150,000 | 
100,000 
300,000 
100,000 
100,000 
200,000 
150,000 
252,000 
500,000 
100,000 
300,000 
300,000 
100,000 
100,000 


100,000 
100,000 
100,000 
200,000 
100,000 
100,000 
100,000 


400,000 
250,000 
250,000 
200,000 | 
110,000 


Total 


Speci e. 


$2,358,000 

723,100 
1,801, 100 | 
1,272,000 | 
693,500 | 
607,700 | 
738,800 | 
1,261,000 | 

2/118, 900 

552,800 
1,204,000 | 

1,375,400 

922,200 
659,300 | 
1,072,500 | 
717,600 | 
1,546,000 | 
1,139, 200 | 
778,900 | 
1,989,400 | 
1,194,500 | 
1,833,700 | 
| 


982,900 | 
1,425,900 | 
1,121,000 | 

271,600 


505,800 | 21,5 
57,100 | 
36,200 

262,600 

101,600 | 
47,200 | 

212,000 | 

171,000 
11,600 | 
44,200 


848,300 | 
606, 700 | 
2,102,400 | 
2) 289,700 | 
821,100 
8,697,000 
2' 180,000 
910,700 
824,000 | 


| 

2,029,600 
492,200 | 
404,500 
1,042,000 
878,800 
298, 100 
537,400 


, 831,000 
,913,300 
452,900 | 
884,400 | 
,633, 200 | 
764,900 | 
404,900 
596,600 





—-) 
| $3,408, 400 | 


CONSOLIDATED EXCHANGE. 


STOCKS. 


Sales, 
14,030. 
13,700. 

870. .A., A. 
970..Brook, R. 

5,810., B. & Qy "116 

8,010. . M. & 8t. Tae 109% 

1,160.:C.’ R. I. & Pac.103% 

20.. & Hudson.101 
60..Federal Steel.... 36 
10..Gen. Electric... 82% 
2,390..Louis, & Nash.. 56% 
1,040..Manhattan.. .... 95% 
100..Met. Street ..160% 
10..Mo. Pacific . 831% 
5,560..Nor. Pacific ... 40% 
30..Nor. Pacific pf.. 76% 
870..People’s Gas ..108% 
120..Reading 1st pf.. 39 
80..Southern pf. : oer 
830..Tenn. C. & I é 
50..Union Pac. 
500..Union Pac, 
120...U. 8. Rubber... 
30..U. 8. Leath. pf.. 
40..West. Union .. 


54,910 


Op 
-Am, Sugar Refs.113% 
-Am. Tobacco ...137% 
& 8. F. vf. 3514 
T.... 66% 


BONDS. 


Sales. 
$40,000. 
380,000. 
80,000. 
26,000. 


$120,000 


72% 
45% 
8014 
60% 


.A.,T. & S.F.adj. 
.Tex. Pac. 2d... 
.U.P.,D. & G.1st 
.Wis. Cent. Ist.. 


A. High. 


115% 
1434 
38 

6746 
116% 
110% 
103% 
101 

36 

8214 

5758 

9614 
160% 

33% 

40% 

76% 
103% 

39 

35% 

294, 

324 

6414 

41% 

65 

92% 


Open. 


RAILWAY STATEMENTS. 


CLEVELAND, CANTON & SOUTHERN— 


1898. 
210 
$15,479 
240,167 


Mileage ....-«+«- 
8d week Oct 
From July 1 


KANSAS CITY, 
Mileage ote 
3d week Oct 
From Jan. 


$80,588 
3,688,935 


1897. 1896. 
210 

$17,257 

196,316 


oa <r & eile 


975 
$96,376 
3,676,682 


$89,807 
3,475,968 


KANSAS CITY, MEMPHIS & BIRMINGHAM— 


Mileage .. 
3d week Oct 


From Jan. Z, 105, OG! 


276 276 
$23, 710 $26,672 
896,421 


WESTERN — — - ‘eee’ LVANIA— 


Mileage... da 651 
3a week Oct . 66,700 
From July 1 * $39, 677 


1 651 
$75, 500 $70,500 
920,399 


‘CHESAPEAKE & OHIO for September— 


Gross earnings .. 1,022,201 
Op. expenses 658,228 
Net earnings .... 363,973 
From July 1 to Sept. 30— 
Gross earnings 3,022,095 
Net earnings.... 1,068,213 1, 


937,823 
614,095 570,500 


323,728 299,355 


2,901,932 2,572,166 
006,361 St 4, 069 


\CHICAGO, MILWAUKEE & ST. PAUL for Sep- 


tember— 
Gross earnings 
Op. expenses 
Net earnings . 1,406,224 
Pro, ex. to gross.. 61% 

From July 1 to Sept. 30— 
Gross earnings .. 9,247,165 
Net earnings .... 3,400,660 


.. 3,692,184 
. 2,285,960 


3,210,896 2,878,179 
2,058,002 1 867, 065 
1. 152,894 1,011,114 

64 65 


8,704,904 7,948,772 
3,194,857 2 ,677,740 


DENVER & RIO GRANDE for September— 


804,934 
461,577 
343,356 
343,455 
207,281 
136,174 

15,000 
121,174 


Gross earnings 
Op. expenses 

Net earnings .... 
Total income - 
Charges, &c 
Surplus .. 
Renewal fund, "&e. 
Surplus 


623,025 
379,845 
243,180 
243,180 
200,520 


731,313 
488,944 
293,368 
202,406 
204,600 

87,806 


87,806 


For three n months ending Sept. 30— 


2,310,206 
981,875 
398,830 
353,830 


Gross earnings .. 
Net earnings .... 
Balance as 

a after renew. 


avons earnings. 2,954,928 
Operating ex. and 

taxes. ee ... 2,016,868 
Net earnings.. 938,060 
Proportion ex. to 

gross earnings... 685, 

From July 1 to Sept. 30— 
Gross earnings. .. 8,508,031 
Net earnings... .. 2,588,652 


GEORGIA & ALABAMA for 
Gross a Age ee 112,051 
Operating ex. 76,546 
Net earnings... ... 35,505 

From July i to Sept. 30— 
Gross earnings. 308,558 
Net earnings.. ... 85,775 


MINNEAPOLIS & ST. LOUIS 
Gross earnings. 223,310 
Operating ex. and 

122,059 


taxes.. 
Net earnings... ... 101,251 
5453 


Proportion ex. to 

grozgs earnings... 

From July 1 to Sept, 30— 
Gross earnings. 566, 873 
Net earnings. 239,309 


2,114,426 
883,790 
293,979 
293,979 


1,869,919 
T54, mH 


3,189,670 2,769,490 


2,300,944 
888,726 
72% 


9,222, 8,092,689 
2,650, ons 2,477,200 


1,936,932 
832,558 


70% 


Sertember— 


94,477 
6,053 
88,424 


110,344 
65,944 
44,400 

274,415 248,780 
78,673 85,211 

for September— 

225,028 207,583 


124,470 107,273 
100,558 100,315 


5G 51% 


598,227 535,340 
242,720 231,695 


Miscellaneous Earnings. 


PACIFIC MAIL STEAMSHI 
September— 
1898. 
Gress earnings. . 330,945 
Operating ex.. 239, 
Net earnings 
Reserve fund.. 
Balance.. 


P COMPANY for 


1897. 1896. 
270,477 307,505 
278,741 
28,764 
12,500 


*4, 4.806 716,264 


For five months ended Sept. 


Gross earnings. 1,968,754 

Net. earnings... 743,161 

Balance... .. 597,586 
*Deficit. Surplus. 


1,681, 1482 1,595,481 
"382,164 218,183 


269,664 155,683 


$192,100 
16,900 
106,000 
51,600 
15, "400 
71,700 
22/200 
28,600 
211,200 
65, 200 
34,000 
66,500 | 
26,000 
16, "400 
51,100 
8,500 | 
72,000 
20,700 
23,900 
91,800 
106,000 


00 19,900 


86,200 
16,200 
6,700 
102,600 
9,000 
7,100 14, 
14,300 | 


171,000 | 

103,400 | 62,400 
56, 200 | 

27,600 | 

107,600 | 

42,700 | 

28,900 | 

18,700 | 25, 


- & 
| 84% asst, paid 


Deposits 
Deposits jwith Other 
with Clear-|Banks and 
ing-House Trust 
Agent. |Companies. 


Legals. 


$105,000 $2,610,200 
836,400 
2,021,200 
1,570,100 
865,500 
513,000 
608,400 
1,272,100 
1,641,700 
48,600 26, 200 | 595,300 
81,000 ‘ 1,205,000 
102,100 . 1,786,400 
100,100 S98, S00 
82,500 833, 800 
89,100 1,310,000 
83,500 | 583, 700 
36,000 1,846,000 
120, 200 1,550,600 
92,700 1,036, 800 
197,600 2,287,700 
74,200 1,291,700 
171,100 | 1,791,600 


74,200 1,198,400 
127,400 | 1,569, 200 
43,700 46,900. | 1,342,100 
21,800 | 259,800 
474,200 
811,700 
552,900 
2,904,600 
2,135,900 
S80, 800 
8,992,000 
2,681,000 
1,022,500 
885,400 


| 

. 200 
34,500 
"600 
3,900 
5,500 
,700 
47,500 
$1,900 
160, 200 


08,200 
270,900 
64,500 
105,000 ° 
107,400 ; |: 
44,800 
115,500 
86,300 
56,100 | 


170,400 
162,100 
372, 200 
52,400 | 
61, JOO | | 
176,200 | 

$7,900 
708,200 | 
163,400 | 
110;400 | 
590,000 | 
344,000 | 
128/300 | 

66,700 | 


| 

318,600 | 
8%, 800 

154,000 } 
380, 000 





39,100 
26,000 
270,000 
76,800 
48,600 | 
180,000 
326,000 
57,400. | 
82,200 





56,600 
78,000 
144,000 
110,000. | 
40,500 | 








2,417,300 

476,700 
452,000 
14,000 | ,135,000 
94,900 | 3,300 418,000 
29,000 | 14,200 | 218,600 
77,200 | 126,000 | 666,000 


' 
116,500 67,500 | 
28,000 
41,500 
12,500 | 
19,800 | 
200 
40,700 | 





| | 
*809,600 | 319,200 
133,400 | 
269,500 | 
114,300 | 
118,800 | 
57,700 | 
82,100 | 77,100 | 
500 | 64,000 | 


pel 006, ¢ 600 | | $8,674, 500 | $2, 


| 
223,800 


92,600 
15, 900 
2.700 | 
700 | 


56,300 

68,300 | 
33,800 | 
32,400 | 


"$42 "400 
, 390. 400 
786,000 
494,700 
550,700 


$68, 183,400 





| THE COMMERCIAL WORLD 


Wheat, No. 2 

Corn, No. 

Oats, No, 2 

Flour, Minnesota patents 
Cotton, middling 

Coffee, No. 7 Rio ..... 
Sugar, granulated 
Molasses, O. K., prime 
Beef, family 
Beef hams 
Tallow, prime ee 
FEE SR eee 9.00 
Hogs, dressed, 160 lb, 

Lard, prime 


CHICAGO, Oct. 
Spring wheat, 


31.—Flour steady; No. 2 
66@664%4c; No. 3 Spring 
wheat, 64@56c; No. 2 red, 68c; No. 2 corn, 
32% C; No. 2 yellow corn, 33c; No. 2 oats, 
25c; No. 2 white, 264%@27Ti%c; No. 3 white, 
25@2614¢ ; ‘No. 2 rye, 504%@51\%c; No. 2 bar- 
ley, 38@48c; No...1 flaxseed, $1.01%46@$1.02; 
prime timothy seed, $2.35; mess pork, per 
bbl, $7.85@$7.90; lard, per 100 1b, $4.921%44@ 
$4.95; short ribs, sides, floodse,) $5@$5.30; dry 
salted shoulders, (boxed,) $4.50@$4.75; short 
clear sides, (boxed,) $5.10@$5.20; whisky, 
distillers’ finished goods, per gallon, $1.25; 
sugars, cut loaf, unchanged. 


COTTON. 


Business in cotton futures was yesterday 
only moderately active. Opening steady at 
unchanged prices to a point’ decline, the 
market ruled to some extent irregular, with 
a decline of 4@5 points apparent at the 
weakest interval. The pressures were nu- 
merous, including unsatisfactory cable ac- 
counts, (public and private,) port receipts 
equal to, if not exceeding, estimates; ad- 
vices from the South indicating anxiety on 
the part of spot holders, and some disposi- 
tion to retreat on the’ part of exporters; a 
withdrawal of investment demand and crop 
accounts conflicting. The’ market closed 
steady at a net decline of 2@5 points. 

Contract prices ranged as follows: 


Open. High. Low. 
o ++ 0.06 5. 03 


Close. 
5.04@5.05 
5. 10@5.11 
5. 15@5 5. 16 


November 
December ....5.14 
January ......5.18 
February :.... 5.21 
March 26 


e 
oo ie | 


He de de Oth dS 
Who > 


ACNCH OMEN OI ey 


Senitneshes 0+ 5.48 ety Hr 
Spot cotton in the local winetal yesterday 
closed dull, with prices unchanged on the 
basis of 55-16c for middling uplands and 
5 9-16e for middling Gulf, as compared with 
6c and 6c, respectively, last year. Spot 
cotton in Southern markets, middling quot- 
ed, was officially reported by special dis- 
patches to our Exchange as follows: Mobile, 
4%c; Savannah, 4%c; Charleston, 4 11-16c, 
1- i6c decline; Wilmington, 4%; Norfolk, 
Baltimore, 5i4e; Augusta, 5c: St. Louis, 5c; 
Cincinnati, Bike; Houston, 4c; Galveston, 
4%c; New Orleans, 413-16c, 1-16c decline; 
Memphis, 4%c, Ke decline. 
The export movement thus far this season 
has been as follows: 

Great 
Britain. icy 
18,760 25,673 
39,757 38,395 
76: 496,416 


Conti- 
nent. 
Total yesterday.... 
Thus far this week.. 
Since Sept. 
LIVERPOOL, Oct. 
31-82d. December-January, 
February, 2594b; February- March;: 
March-April, 261b; April-May, 262b; May- 
June, 263v; June- -July, 301s; July-August, 
801%4b; August-September, 301; November, 
260148; November-December, 259b. 
FUTURES. 
NEW YORK PRICES. 
Open. High. Low. Close. 


Wheat— 
December ....72 15-16 745-16 7215-16 74% 
7 71% 


11% T24% 
. BT 15-16 885% 37 15-16 
8914 


39% 395g 


141,525 


31.—Middling uplands, 
259b; January- 
260143; 


72% 
28% 
3996 


November ...... 


CHICAGO PRICES, : 

Wheat— Open. High. Low. Close. 
December ....65% 66% 65% 
May ...... 000s 68% 67% 661% 


Corn— ‘ 
December ....32 32 11-16 32 
33% 


May .. .. 33 15-16 3414 
Oats— 295% és a 

- 23% 37% 23 
2436 oat 


6% 
‘ 
32% 
345% 
23%, 
3456 


4.87% 
4.95 


4.62% 
4.65 


December .. 

0) aan 
Lard— 

ee 

January . 8 95 
Ribs— 

December . .4.65 

January ....4.62% 
Pork— 

December .. .7.90 

January ....9.05 . 

BREADSTUFFS. 
Wheat. 


as new war scare caused a sharp flurry in 
the wheat market yesterday, -attendéd by 


. 4.87% 


7.90 
9.05 


C 


CORNMEAL—Kiln-dried, $2.10@$2.20, as to 
brand. BAG MEAL-—Fine white, 85 #4 
fine yellow, 83c; coarse, 73@7ic. FE xD— 
Spring bran, bulk, spot and to arrive, $13@ 
$13.50; sacks, to arrive, $13.50@$14; Winter 
bran, coarse, $14@$15;, fine; $13@$14; mid- 
dling;. bull, $15@$18; rye feed, $5@70E;, eity 
feed, $15; hominy chop, $15; oil méal, "$25 


PROVISIONS. 


PORK—Mess, $8. T5@S9. 25; family, $11.50@ 
$12.50; short, Clear, $11@$13. BEEF—Mess, 
$8.50@$9.50; family, $9.50@$11; packet, $9@ 
$10; extra India mess, $15@$16. BEE 
HAMS—¥s19, DRESSED HOGS—Bacon, 4% 
180 Ib, 4%; 160-lb;- 5c; pigs, 5%c. Cc 
MEATS—Smoking bellies, Tc; 10 -Ih,- 614@ 

™c; 12 lb, 6@6%c; 14 lb, 5%@6e; pickled 
shoulders, 44@4%c; pickled hams, 74@714c; 
Wtestarn, green, 16 lb, 64%4@64c; Western, 

» mnc. TALI OW— City, 3%c; coun- 
ty @3%4c. LAT —$5.25@$5.2714; city 
lard, Fv 95; refined, South America, $6; Con- 
tinent, $5.50; Brazil, kegs, $7.15; compound, 
city, , 34%4@4c; Western, 4@44¢. STEARINE 
—Oleo,.5%4c, nominal; city stearine, 


facet Oct. 31,—Close: Beef—Extra 
India mess, 68s 9d; prime mess, 63s 9d. 
Pork—Prime mess, fine Western, 50s; prime 
mess, medium. Western, 47s 6d. Hams— 
Short cut, 14 to 16 Ib, 33s 6d. Bacon—Cum- 
berland cut, 28 to 30 ib, 35s 6d; short rib, 
20 to..24 lb, 32s; long, .clear,,middles, light, 
35 to 38 lb, 32s;.short, clear, backs,.16 to 18 
lb,, 3ls 6d; clear bellies, 14 to.16. 1b, 37s. 
Shoulders—Square, 12 to 14 Ib, 24s. Lard— 
Prime,,,.Western. 27s... Cheese—American, 
finest ‘white and. ¢éolored, 42s, Tallow— 
Prime city, 20s 9d, 


COFFEE. | 


European and Rio cables ‘at hand ‘when 
the coffee market opened-yesterday morn- 
ing were better; they gave the market a 
steady start at an advance of 5 points. 
Buying. however, was upon a conservative 
scale. Contract prices ranged as follows: 


High. Close. 
wid , 5.10@5.20 
5.30 5.20 5.25@5.30 
5.40 5.40 5.35@5.40 
5.45@5.50 
5.55@5.60 
5.60@6.65 
5.65@5.70 
5.70@5.75 
se 5.75@5.80 
5.Sh 5.85@5.90 
September : 5.90 5.90@5.95 


FOREIGN MARKETS.—Santos—Good av- 
erage, 6$400. Hamburg—Net unchanged to 
\% pfennig higher. Havre—4@4f net higher; 
January, 36.75; February, 37; March, 37.25; 
April, 37.25; May, 37.50; June, 37.50; July, 
37.75; August, 38; September, 38.25; October, 
36.50; November, 36.75; December, 36.75. 


SUGAR. 


4 5-16c; muscovado, 3 13-16¢c; 
3 9-16. 


METALS, 


Iron, Northern, No. 1 foundry, $11.25; fron, 
Southern, No. 2 soft, $10; steel rails, $13; 
pig iron warrants, $7.15; lake copper, ingot, 
$12.50; tin, $18.35; lead; $3.65; spelter, $5.20. 


HOPS. 


1898, choice, per lb, 20c; do, good to 
17@19c; do, common to fair, 14@16c; 
do, 1897, prime to choice, 11@13c; do, com- 
mon to good, 8@10c; Pacific Coast, 1898, 
choice, 20@21c; do,. good to prime, 17@19c; 
do, common: to fair, 14@16¢e; do, 1897, prime 
to choice; 11@1t8c; do, common to good, 7@ 
10c; State or Pacific Coast, 1896, 3@ic. 


OILS. 

Petroleum, barrels, $7.40, and in bulk, 
$4.90; Philadelphia, barrels; $7.35, and in 
bulk, $4.85; refined, cases, $8. 15; crude naph- 
tha, cargoes, $T: deodorized, $7.50. Cotton- 
seed oil quoted: Prime crude, 18c; prime 
crude, free on board, mills, 183@14c; prime 
Summer. yellow, 22%c; off-Summer yellow, 
20144@21c; butter grades, 25@27c; prime Win- 
ter, yellow, 27%@28%c; linseed, American, 
raw, 37@38c; American, boiled 39@40c; Cal- 
cutta, raw, D4e; lard oil, 43@45¢. 


NAVAL STORES. 


Spirits. turpentine, .37@37\%c; resin, com- 
mon -ta' good, strained, $1.45@$1.50; E, $1.60; 
F, $1.70; .G, $1.75; H, $1.80; I, $1.85; K, $1.95; 
M, $2@82.05; N, $2.25@$2. 30; W G, $2.50; 
Ww, $3; tar, regulars, $1.90; tar, oil, bar- 
rels, $3.75. 


SAVANNAH. Oct. 31.—Spirits turpentine, 
8444c; resin quoted: A, B, C, D, $1; E, $1.10; 
F, $1.15; G, $1.25; H; I, $1. 40; K, $1.45; M, 
$1.55; N, $1.75; W G, $2; W Ww, $2.40. 

WILMINGTON, Oct. 31.—Spirits turpen- 
tine, 35c, 34%4c;. resin,. $1.05, .$1.10; crude tur- 
pentine, $1.25, $1.90, and $1.90. 


CHARLESTON, Oct. 31.—Turpentine, 32c; 
resin, unchanged. , 


LIVE 


BEEVES—Native 
prime, $4.50@$5.25; 
and stags, $507$3.50; S, 
$3.65@$4; cows, $1:75@$3.85. 
live cattle, 10144@11%4c, dressed weight; 
frigerator beef, 9c per Ib. 
CALVES—Veals, $4@$7.75; tops, $8; grass- 
feeders, $4@$4. 15; fed 
calves, $4@$4.75;. city-dressed veals, 8@11%c 


er lb. 
e SHEEP AND LAMBS—Sheep, . $3@$3.75; 
lambs;- $4.75@%5.75; few extra lambs, $5.80@ 
$6.90; culls, $4@$4.50. 

HOGS—$3.75@$3.95. 


lar 


Open. Low. 


November .... .. 
December . ....5.20 
January . 5.40 
February os 
March -s..0... 5.55 5:60 
AP -ieewsscsel 5.60 5.60 
BEM <taceccde cUhUe 5.70 


5.85 


5.) 5.95 


Centrifugal, 
molasses sugar, 


State, 
prime, 


STOCK. 
steers, ordinary to 
85.: 30@$5.35; oxen 
3_.75@$3.60; fat do, 
Cable higher; 
re- 


ers, $3.50@$3.75; 


‘Glazea Stoneware Trust Formed. 


AKRON, Ohio, Oct, 31.—The combination 
eontrolling the production of white, black, 
and salt glazed stoneware in the United 
States is now an assured fact. Three meet 
ings recently held in Chicago, Cleveland, 
and Akrcen resulted in the trust being formed 
lines of the Nail Trust. Twenty- 
six coneerns are interested. The cOmbina- 
tion, it is stated, was planned by the best 
legal talent in the country, and it is claimed 


the trust laws will.not be violated.. The 
combination represents about 65 per cent. 
of the entire production of common stone- 
ware in the United States. 


BUSINESS TROUBLES. 


along the 


New York City. 
H. SHRIER.—Schedules of John H, 
Shrier, dealer in fireplace settings and man- 
tels at 123 Fifth Avenue, show liabilities of 
$5,421, nominal assets of $3,511, and actual 


assets’ of $1,935. 


FREEMAN D. MARCKWALD AND MATTHEW 
C. KERVAN.—The Sheriff yesterday sold out 
the stock of Freeman D. Marckwald, im- 
porter of hornstrips, tooth brushes, &¢., at 
114. Franklin Street, for $3,500, and the. ef- 
fects of Matthew C. Kervan, roofer, of 46 
West One Hundred and Thirty-fifth ‘Street, 


for $585. 


SUNLIGHT INCANDESCENT GAs LAMP CoMm- 
PaNy.—Deputy Sheriff Radley has reeeived 
an attachment against the Sunlight Incan- 
descent Gas Lamp Company of 248 West 
Twenty-third Street for $1,200 in favor’ of 
Ww. c. G. Wilson for four months’ rent. 
The Sheriff found very little property te 


attach, The company was incorporetes.a" 
January, 1897, with a capital stock 0 - 
000. 


N. L. Niver Company.—Justice Pr 
the Supreme Court has appointed 
A. Mackey receiver for the. N. Niver 
Company, dealer in*hay‘and feed at 66 and 
68 East Eighty-fifth Street, on ‘the li- 
eation of Goldfogle, Cohn ’& Lind, tor- 
neys for the Directors.. The -Habilities Bin 
$3,000 and nominal” assets ‘$2,699. “It ~ 
stated that busiriess has been 
and the company was unable to obtain sufi. 
elent capital to continue. The o_o 
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Sesiness 
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0, and the son has earri 
x In May. last his: statement 
assets’ of $18,000 and~ Habilities of 
“G. W. Hopkins, his attorney, said 
the assignment was due to general 
usiness depression, especially in the Phe 
ure line; and he could not say what the 

liabilities are now. 


PETITIONS IN BANKRUPTCY. 


Thomas *J. Jenkins, builder, of 537 Man- 
hattan Avenue, has. filed a petition in. bank- 
ruptcy, showing liabilities $1,083,880, of 
which $1,014,804 are secured and $69,076 un- 
secured, and assets $60,000. The secured 
liabilities are chiefly on bond and mortgage 
on various hguses which he built which 
have been sold, but he may be liable on the 
bond, and also liable on any deficiency 


judgment. The unsecured liabilities are 
mainly for materials. 

Joseph C. Godfrey, manufacturer of tissue 
paper at Raubsvilie, Penn., with offices at 
100 William Street, this city and in Boston, 
filed a petition in bankruptcy yesterday. J. 
S. L’Amoreaux, his attorney, places the 
total liabilities at $112,486 and assets $36,- 
443.. Of the liabilities $65,486 are contingent 
as indorser on notes, $18,200 his own notes, 
$25,529 accounts payable, $2,719 wages to 
mill hands and $748 taxes. Mr. Godfrey has 
been in financial difficulties for several 
months and was endeavoring to compromise 
at seventy-five cents on’ the dollar, but two 
of the large creditors, it is said, held out, 
and the petition in bankruptcy was the re- 
sult. 

Karl Hendelman and Samuel L. Lippman, 
who composed the late firm of Hendefman 
& Lippman, filed a petition in. bankruptcy 
yesterday. Herman Joseph, their attorney, 
said that they were formerly manufacturers 
of cloaks and suits at 433 Broome _—— 
but’ were unsuccessful and closed out’ 
November, 1896. The liabilities are $36,864, 
due to sixty- seven creditors, and nominal 
assets $4,551 in outstanding acounts of no 
actual value. 

Edward J. Solomons has filed a petition 
in bankruptcy, with liabilities $9,361, due to 
forty-six creditors, and no assets. Stern & 
Singer, his attorneys, said that he was 
formerly a hotel keeper at Ardsley, Dobbs 
Ferry, Seabright, and Rockaway Beach. The 
liabilities are principally for supplies, rent, 
and borrowed money. 

Max Heimlich and Hénry Maskovitz, who 
composed the firm of Heimlich & Masko- 
vitz, formerly shoe dealers at 2 Avenue B, 
have filed a petition in bankruptcy, with 
liabilities $1,907 and nominal assets $726 in 
accounts. 


Judgments. 


The following judgments were filed yesterday, 
Oct. 31, the first name being that of the debtor: 


ADAMS, Alfred B.—R. Rosenwasser $222 
ABRAMS, Lewis—L. Ullmann and an- 
other 196 
AUSTIN, James—A. Hirneis 72 
BENNETT, James G.—G. Garby.... 
BAKER, George H.—J. Scott 
BOUTARD, Pauline, and others—H. 
quin, costs 
BROWN, E lizabeth J.—W. 
and another 
BAADEN, Jacob—S. 
BAYLIS, Albert 8.—F. 
ers 
BREWER, 
BEHRMAN, 
COREY, George 
Commissioner, 
CLARK, William 
Barron .. 
DUFFY, Peter—W 
DURSIE, Frank P.— Ww. on 
D’'EDESSE, Grace M.—F. Debenham... 
DOWNES, Alfred H.—A. S. 
DIEHL, Balthasar—A. S. Nichols........ 
DAVOL, William H. and Frank H., also 
John J. Williams—J. H. Davis, costs.... 
DALY, Peter H.—The Central Railroad 
Company of New York 
DOUGLASS, William H.—J. Krakauer.... 
FOLEY, John and Mary—C. Fornuff 
FRANK, Isaac—D. Appleton & C 
FLASH, Joseph—The H. B. Claflin 
pany .. 
GIBSON ART GLASS 
ing Company—T. W. Morris and others.. 
GOLDSTEIN, Philip, and Samuel Joseph- 
son—The State Bank 
GREENGRASS, Meyer, and Joseph 
fine—B. Hamburger 
GUGGOLZ, William—A. 
HATCH. Edward P.—J. Leonard, 
HEYMANN, Charles M.—E. A. Mayer.. 
HUNGARIAN ASSOCIATION OF THE 
City of New York—John Matyasovics... 
HOLLAND TRUST COMPANY—John 
Millard, costs 
HENDRICKSON, 
evator Company 
HIRSCH, Abraham—Dresser 
HAGADORN, George W.—R. D. Thurber. 
Edward P.—Colonial fae gan fe 
5, Percival S.—Colonial Company. 

5, Edward W.—L. L. 
JUDGE, James J.—The Karsch 
Company 

JACOBS, 
Limited 
KE RVAN, 
and others . 
KE RVAN, Matthew C—J. 
others 
KLEPP, Ahren—W. 
LICHWITZ, Max, 
Stahl and others 
LOSSI, Mary—J. A. Deane. 
LITTMAN, Jacob M.—S. J 
LAKE, James R.—C. P. Zonsad: 
MIL LER, Charles D.—H. Ruse hmeyer.... 
YER, Elizabeth—J. Mueller 
Max—S. Palmer 
Elizabeth, (now 
Mueller 
Clinton S.—Colonial Company.. 
Thomas—W. Conner- 


Baumann 
E. Gude 


Marion S8.—H. F. Miller 
Benjamin—H. Weiller 
A.—Henry H. Lyman, 


&e 
F, Mary—W. 


and oth- 


and 


Com- 


AND DECORAT- 


Gold- 


costs.... 


Bre wing 
Matthew 


. Newborn & Co.... 
and Agnes Dixon—J. 


IN, 
ME YER, 
ilton)—J. 
MARTIN, 
McLOUGHLIN, 
ton 
MACKLIN, 
McNAMARA, 
others .. 
McAVOY, Francis—H. 
NUSBAUM, Frank—D. 
NEUMAN, Marcus—H. 
OTTENHOFF, John L. 
National Bank 
O'TOOLE, Francis H 
PARKER, Charl 
PECKE, Frances 
others.. 
POLIDOR I, Vincenzo- 
PERRY, William B. 
Edwards... 
PELL, H. 
Suthpin—G. 
PHILIPS 
ROTHSCHILD, 
and another. 
REYNOLDS, Jessie 
RICHTER, Emil—G. 
ROSENTHAL. Gertrude 
RUNK, Otto—C. G. Coe 
ANNELL, John F.—E. Coffin 
SCHMIDT, Edmund P—Colonial Company. 
SCHWARTZ, Herman—Citizens’ ‘Bank of 
Buffalo ,...c+ esece 
STRAUSS, Louis—I. 
SPEAR, Cameron—Hale Company... 
SCHEIMER, Thomas—M. H. Fully 
SILVERTHORN, ENa—R. -D. Thurber.... 
THE CITY OF NEW YORK—Michael 
Mullane 
THE CITY OF NEW YORK—John Golden. 
THE CITY OF NEW YORK—John Laffan 
THE CITY OF NEW YORK—H. Leiss.... 
THE CITY OF NEW YORK—A. 
a ree 
T. NEW ROOFING “AND MANUFACT- 
uring Company—Crescent Stee] Company. 
THE NEW YORK AND SOUTH BROOK- 
lyn Ferry and Transportation Company— 
Euphemia Cromwell 
THE PENNSYLVANIA COMPANY—Henry 
Gross 
THE BROOKLYN BRASS AND COPPER 
Company—J. A. Davis 
THE THIRD AVENUE RAILROAD COM- 
pany—E. C. Atherton 
THE WESTERN ASSURANCE COMPANY 
of Toronto, Canada—H. Silver, costs..... 116 
WLMAN, H. Charles—C. B. Walker 2,151 
WIGAND, Paul P.—R. Fz 22 
WHEELER, Clarence S.—C. E. 75 
WICKS, Alonzo A.—The Butterick Pub- 
Nshing Company, 
WRAY, George B.—A. Mariani and others. 
WEISS. Ignatz—I. Roth, 
YUSKEWITZ, Abraham and John—A. 
ently 
ZELTNER, 


Elizabeth Ham- 


Thomas J. Farrell.. 
Willets and 


John 
Patrick—S. 8. 
Weiller 
D. V. Harned.... 
Wendorff 


M.—The Paterson 


Nichols..... 


Montross and 


nd Mukteré—i5. 


‘Archibald, and William C. 
P. Bofinger 
Moses—T. C. 


Theresa—I. Mannesovich 


Ka .uffmann 
T. Riehm 


SK 
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1,750 
108 
75 


194 
165 

68 
168 
512 


Henry—George M. Irwin, costs. 


The following judgments were. filed against. the 
City of New York: Thomas F. Matthews, $633.50; 
W. T. Brown, $243.25; Daniel Fine rty, $633.50; 
George Kolb, $601.50; John Fagan. $08. 50; M. 
Brausch, $605; W. E. Barry, $528. 21: J. Hil, 
$161.31; D. W. Wheeler, $53.19: K. Bauer, $13.90; 
H. Bevan, $30.83; H. Wynell, $28.95; H. D. Cue, 
$221.87; H. Breitweiser, $444.25; P. J. O'Rourke, 
$395, and D. Curtin, $214.62. 


IN THE REAL ESTATE FIELD 


Westerday’s Sales by Brokers in the 
Auction Room—Leases and 
Other Items. 


L. J. Phillips & Co. have sold for the 
estate of Anne Bishop to a Mr. Haas, for 
about $36,000, the four-story brownstone 
front dwelling 13 East Ejightieth Street, 21 
by 55 by 100.5. This property has been ad- 
vertised for sale at auction on Wednesday. 

Heilner & Wolf have sold to Lorenz F. J. 
Wether, Jr., for $74,750, the plot at the 
northwest corner of Third Avenue and 
Eighty-first Street, 51.10 by 93. 

Borgstede & Klenke have sold for George 
Stolz, for $20,000, the four-story brick flat 
3,709 Third Avenue, 26.6 by 75 by 95; also, 
for Schmuck & Montag, for $6,000, the three- 
istory dwelling on the south side of One 


Hundred and Thirty-fifth Street, .346 feet 
west cf Willis Avenue; also, for J. H. Borg- 
stede, for $16,000, the plot on the east side 
of Union Avenue, 50 feet south of One Hun- 
dred and Sixty-first Street, 100 by 100; also, 
for George Fernschild, for $6,000, the 
southeast corner of Trinity Avenue and One 
et and Sixty-third Street, 20 by_100. 
B. .. dye & Co. have sold for 
for about $50.000, the 


five-story thres-fasmily. flat, . 


est, cor- 
ner 4 oa ~ yo Lg of an Rundred 
an xty-sixt ‘ by. hu 
“Alfred V.. Amy. i: r W 1 
ler, for about $38 8 O00; BE we 
ing, with extension, 3% West: Righiy-cighth 
Street, 20 by 6U by. 1 
W. B. Taylor & A were the brokers in 
the sale of 5 West Forty ss Street: re- 
ported in these columns on Sunday. 


Ahrens has ‘traded the- southwest cor- 


ner of Highty-first Street and 
a plot 51 by 96, for the vere ory brick flat 
at the southwest corner of St. Ann’s Ave- 
nue and (One | econ and Forty-seventh 
Street, 25 by 1 

Rachel: AB 5 has Sete for about $17,- 
500; the three-story dwelling 108 West One 
Hundred and Thirtfeth Street. 

Horace S. Ely & Co. have nent E. H. 
Van Ingen the store at the nort t corner 
of Broadway and Thirty-sixth Street to The 
‘New York World for a term of years. 

The same: firm has also leased for Joseph 
Milbank to F. R. Tripler for five years tne 
store at the northeast rner of ;Madison 
Avenue and Forty-second Street, in the two- 
story building recently erected ‘there. 

In the Trinity Building Salesroom yester- 
day George R. Read sold, in’ foreclosure, 
to the plaintiff, Charles A. Peabody, Jr., 
for $110,000, the six-story brick building, 391 
to. 395. Washington Street and 27 to. 33 Hu- 
bert Street, being the southeast corner of 
the. streets named, .runs east 79.9 by south 
50 by west 9.9 by ‘south 25 by -west 70 by 
north 75. 

Samuel Goldsticker sold, in foreclosure, 
to the plaintiff, the Hebrew Mutual Benefit 
Society, for. $4,000, the two-story brick 
bui.ding, 2,383 Hoffman Street, 25 by 100. 

Bryan L. Kennelly sold, in foreclosure, 
to Frieda Hart, for $28,050, the five-story 
brick flat, 26 East One Hundred and Eigh- 
teenth Street, 27 by 100.11. 

With the sale of 171 lots on Saturday, 
the Jere. Johnson, Jr., Company closed out 
the remainder of the Jane Robert estate 
property in the Thirtieth Ward of Brooklyn 
The tract consisted originally of 1,840 lots. 
About 700 lots were disposed of on July 
4, and successful sales were also held on 
July 9 and Sept. 5. The total amount real- 
ized for the preperty was $369,110, or about 
an average of $200 a lot. The sale can be 
classed as one of the most successful of 
suburban lot offerings, and it is significant 
that transfers involving about $329,000 
worth of the property have already been 
recorded. 


rd Avenue, 


THE BUILDING DEPARTMENT. 


List of Plans Filed for New Structures 
and Alterations. 


No. 123 East One Hundred and Sixteenth 
Street, for a six- “story and basement brick 
store and lofts, 25 by 88.6, Rosaline Finkle 
of 1,308 Fulton Avenue, owner; Alexander 
T. Finkle, architect; cost, $20,000. 

One Hundred and Twenty- -seventh Street, 
southwest corner of Columbus Avenue, for 
a one-story brick lavatory, 15.2 by 22.8, 
G. H. Huntman of 405 West One Hundred 
and Twenty-fifth Street, trustee; L. 
Ryan of 366 West One Hundred and Twen- 
ty-seventh Street, architect; cost, $2,500. 


Alterations. 


Nos. 85 to 89 Cliff Street, to a six-story 
brick warehouse and shop, G. H. Chatillon 
of 14 East Ejightieth Street, owner; Julius 
Kastner & Sons of 1,138 Broadway, archi- 
tects; cost, $10,000. 

Nos. 76 and 78 Broome Street and 24 and 
26 Columbia. Street, to a four-story brick 
flat, estate of Richard een of 65 East 
Thirtieth Street, owner; Joseph Ireland, 
architect; cost, $1,000. 

No. 47 East One Hundred and Twenty- 
ninth Street, to a four-story brick dwelling, 
James W. Power of 47 Hast One Hundred 
and Twenty-ninth Street, owner; H. M. De 
Ay? of 41 Madison Avenue, architect; cost, 
$1,000. 

No. 
fifth Street, 
the Rev. G. H. Huntman, 
Ryan, architect;, cost, $600. 

No. 3,309 Third Avenue, to a three-story 
and basement frame dwelling, Thomas Eb- 
ling, owner; A. Arctander, architect; cost, 
$300. ‘ 


405 West One Hundred and Twenty- 
to a three-story brick dweiling, 
Chairman; L. F. 


Recorded Real Estate Transfers. 
Monday, Oct. 31. 


AVENUE A, e 8s, 21.5 ft n of 82d St, 20x 
78; Chancy A. Frees to Eliza Frees..... 
AVENUE B, w s, 300 ft n of 5th St, 
50x130.6, Fordham; James A. oss and 
others to Theodore and Lydia ttler.... 
AVENUE D, n w corner of O6Sth St, 
19.1x82; Benjamin Wright and others, 
executors, to Charlietta Higgins and 
others 
: D,nw corner “of Sth St, 19.7x 
82; Chaticiee Higgins and others to 
Barney: [6G8e8 on. . ot. 2 ho noe ote Fete Fo veeene 
AVENUE D, 22, e s,-24x75;- Elizabeth L. 
Hughes to Sarah E. Jones.............. 
BEACH ST, Lot 152, map of Laconia 
Park, 24th Ward; Jennie E. Jutten to 
Emma Jutten 
BROADWAY, 634 and 166, Crosby St; 
Henry B. Closson, referee, to Louis Sachs 
and another...... 
CLINTON AV, e 8, 22 ft n of Oakland.Pl, 
22x100; Catharine Curran Rens — 
to August Kirchner.... 
FRANKLIN ST, 156, ns, 
jamin Ble ier to Josephine male 
FRONT , 170, ns, 19x80; » Charles 
Putzel, to Sigmund Ashner. 
GLEBE > s, 235.7 ft a of. W eatches- 
ter Av, 25x139.6x26.3x147.6; Mary Walsh 
to 
part of Plot 146, 


Augusta Berger 
HILLSIDE ST, 8 e s, 
168x209.9x 152. 0x 
Thomas K. 


map of Isaac Dyckman, 
312.6, Milton Schnaier to 
Moore 

JENNINGS ST, 
AV, 16.7x100; 
Elija D. ¢ 

KING’S BRIDGE AV, nw 38, 359.4 ftne 
of Terrace View Av, 35.2x100; Chancy A. 
Frees to Eliza Frees 

LOT 230, map of Van Nest Fark; Jacob 
Werner and wife to Maurizio Zetena.... 

LOTS 15, 16, 1i, and 18, map Village 

wi t den, near Upper Morrisania 
Depot; Joueph Burton and weve to Frank 
J. Patterson 

McGRAW AV, n s, 100 ft w “ot Cottage 
Grove Av, 25x100: Maurizio — and 
wife to Jacob Werner 

MOTT ST, s s, 161.10 
Place 235x100: Mott St, s s, 236.10 ft e 
of Terrace Piace, 75x100; Carrie Stumpf 
and others to Kose Stumpf 

PROSPECT, now 157th St, s s, 
of Courtlandt Av, 21x219x21x221; 
Stelzer to John G. 

PROSPECT AV, w s, 198 ft n of John St, 
33x150, with right of way; Robert Rob- 
erts to William Schmitz and another.... 

PROSPECT AV, ws, 26.8 ft s of Dawson 
St, 0.4x94.9x2.4x94.10; Herman Hering 
to Thomas O'’Rorke ... 

RAILROAD AV, es, 100 ft n of 9th St, 
50x100.1; James H. Marsh, Jr., to Abra- 

Dente) PSR.» > 00500 ceh cbns cabebse sxdy as 

RAILROAD AV, e s, 100 ft n of 9th St, 
50x300 to Washington Av; Max S. Boehm 
to Abraham Farber, 1-24 part 1 

RAILROAD AV, es, 100 ft n of 9th St, 50x 
300; Mabel Goodman to M. 8. Boehm. 312 

ST. ANN’S AV, e s, 528 ft s of 156th St, 
29x90x25. 6x80 ; Mary Burgess to Edward 
W. Robinson and others.. 

STEBBINS AV, s e 8, at 8 s of Home St, 
33x102.9x94x52.11; F. W. Pitcher to Al- 
fred Ericson 

STEBBINS AV, s e s, 
83x102.9x94x52.11; Charles 
F. W. Pitcher 

TRAVERS ST, 100.1 ft w of Creston 
Av, 50x100.1; William H. Berkmire to 
Mary A. Costello 

VIRGINIA ST, e s, 384.8 ft s of 187th 
St, 34.4x105; Marion Av, e 3s, formerly 
part of Virginia; Baimbridge Av, se s, 
Lot 1, map of Peter Handibode, 25x127; 
Christine Montag to George Stolz...... 

WEST END AV, 8 e corner of 102d St, 
17.11x72; Pennington Whitehead, referee, 
to Ernst E. W. Schneider and others... 

WEST ST, 164 and 165; Gertrude R. 
Waldo to Joseph J. O’Donohue, Jr., and 
others...... 

2D AV, 1,171 and 1,173, w s, 
chel Weiss to Leopold etlineee 

3D AV, es, 176.11 ft s of 174th St, 75x100; 
Paolo Corono and another to Ernst-Marx- 
Nathan Company -. 20,000 

83D AV. s e corner of Rose St, 49.4x87.3 

to F. 


49.4x87; Ferdinand Forsch 
Wane 
5TH AV, n e corner of 132d St, 25x90; 
Marcus Nathan to Donatus Rieger .... 1 
7TH AV, n w corner of 181ist St, 24.11x 
75: Alphonse Hogenauer and another to 
John J. Donohue 
7TH AV, n w corner of 146th St, 26.6x100; 
Thomas F. Hascall to William H. Red- 
field .... 
8TH AV, 
Frank a pe to Mabe! 
15TH SP, ss, 322.10 ft w of th Av, 24.9x 
86.6; Annie S. Settig to Gertrude Mvygatt. 
50TH ST. n s, 65 ft w of Ist Av, 20x80; 
Marks Rosenthal and another, executors, 
to Jacob Fleischhauer 
56TH ST, n s, 150 ft w of Sth Av, 
106.2x25.3x103.3; Donatus Rieger to Mar- 
cus Nathan 
58TH ST, s s, 100 ft w of 2d Av, -20x100.5; 
Petronella Czarnecki to John H. Strze- 
lecke 
150x 
Ar- 


50 ft w of Stebbins 
E. Davidson to 


n 8, 
Hattie 


ft e ot” Terrace 


Maria 


18,000 


4,500 
at s s of Home St, 
D. Burrill to 
3,000 


25.000 


36,500 
42,000 


100 


39,000 


63D ST, ss, 250 ft e of West End Av, 
100.5; Mary Burgess to George Ww. 
thur 


68D ST, ss, 250 fte of 1ith Av, 150x100.5; 


William Milne and another, executors, 
to Mary Burgess...... 

72D ST, n 8, 160.8 ft w of Madison Av, 
59.4x102.2; Henry T. Sloane to Jessie A. 
Sloane -?. 

84TH ST, s s, 123 ft e ‘of Ave mue A, 25x 
102.2; Heinrichs Roth and wife to Charles 


A. 

99TH ST, 275 «fu of 
widened, 25x100.4; Mary H. Abbott to 
John H. Yockel....... 

109TH ST, s s, 120 ‘tt e of 5th Avy, 25x100; 
Solomon’ Jacobs and wife to Nathan 
Goldstein and another 

115TH ST, s s, 118,10 ft w of Pleasant Av, 
49.6x100.10; Morris Finn bape wife to 
Asher Salwen, % part 

119TH ST, 20 East; 119th St, 24 Past, : 
x 100.8; Levi P. Morton ant, — s "to 

yeorge R. Read 

134TH ST, ns, 415 ft e of 8th — “idxo0' 11; 
David Thomson, referee, to Germania | 
Life Insurance Company:. 

140TH ST, ss, 180 ft w of ‘ath’ AY, 105x 
99.11; Edgar Ketcham to aaer Galla- 
gher 

143D ST, ns, 100 ft w of 8th Av, 25x99. 11; 
August Jacob to Rudolf Otte... .s<-. 

146TH ST. 696 Bast, 25x100; Charles" A 
Nafz and wife to Heinrich Roth. . 

148TH ST, s s, 166.8 ft e of Brook Av, ¢ 
16.8x100; Adolph G. Hoppel to Emil 
Rosenbaum 5,300 


100 


Toe eee Cee CP ee eee ee eee 


‘NEW - XORK TIMES. ‘TUESDAY. NOVEMBER 1, 1898. ~ 


155TH ST, 542.4 544 East, 50x100; 
= ade Stolz and nd ite to Chr'stina Mon- 
Bees 


Recorded Leases. 


APPEL, Solomon, and another to Charles 
D. Birkhahn; 2,086 3d Av, 5% years... 
BLEIER, Josephine, to Eisner & Mendel- 
sohn Company; 156 Franklin St, 9% years 
DALY, Ida E., to Michae: J, O'Connor; 
208 West 59th St, 5 years hee 
DALY, John, and another to William H. 
Busteed; 39 and 41 West 29th St, 
FOAUS... 00. ~ 9s ‘ 
DILLEMUTH. Frederick, to Susanna 
« Glum; S24 Courtlandt Av, n e corner of 
159th St, 5 years * 
REINHART, Agatha, “Adler: 
1,821 Amsterdam Av, ne ey of 150th 
St. 2 years.... 


eee ee , 


Recorded Mortgages. 


ADLER, Edward J., to George Ehret; 
Lenny Amsterdam Av, saloon lease, de- 


BENENSON, Pincus, to Samuel Greehfeld! 
164 Stanton St, installments 

BUNKE, Ratje and another, to Henry 
oy ¢ ns of 186th St, 110 ft w of ref 
Vv 

CARLR, Adelaide ih to Harris D. Colt, 
trustee, &c.; 161 East 64th St, 3 years:. 

CAMPBELL, Alexander C., to Martha Cc. 
Lavelle; e s of Jackson Av, 230 ft n of 
156th St, 3% years 

CAMPBELL, Atexander C., to. Sarah: A. 
Williamson; e s of Jackson Av, 230 ft 
n of 156th St, 3% years 

CAMPBELL, Alexander. C. Sarah A. 
Williamson; e s of Jackson Av, 205 ft n 
of 156th St, 3% years.. ; 

CIRRITO, Vincent and John, to United 
States Life Insurance Company; s s of 
105th St, 197.7 ft e of Columbus Av, 


CIRRITO, Vincent and John, to Don A. 
Gaylord; s s of 105th St, 197.8 ft e of 
Columbus Av, demand 

CIRRITO, Vincent and John, ‘to United 
States Life Insurance Company; s s of 
105th St, 164.4 ft e of Columbus Av, 5 
years 

CIRRITO, Vincent and “Ichn, to United 
States Life Insurance Company; s s of 
105th St, 231.1 ft e of Columbus Av, 5 
years 

CIRRITO, Vincent and John, 
Davidson; s s of 105th St, 
Colgmbus Av. 3 years. ...ccrcccsccecescos 

CIRRITO, Vincent and John, to Edwin 
Shuttleworth and others, trustees, &c.; 
s s of 105th St, 164.4 ft e of Columbus 
Av, (substitute mortgage,) demand 

CLARK, Elijah D., to Hattie E. Davidson; 
ns of Jennings St, 50 ft w of Stebbins 
Av, 33 

CLIFFORD, Annie L., to Title Guaran- 
tee and Trust Company; n corner of 
Bathgate and Fordham Avs, 3 years.... 

COHN, Rebecca, to Mechanics and Trad- 
ers’ Bank; s s of Henry St, 271 ft e of 
Jefferson St, secures advances.......... 

DONOHUE, John J., to Alphonse Hoge- 
nauer and another; n w corner of 7th Av 
and 18let St, 3 yeORrs.....cscrcccssecsece 

ERICKSON, Alfred, to Helena B. Acker; 
ses i Stebbins Av, at s s of Home St, 
1% ye 

ERIC SON, Alfred and Elizabeth, to 
M. Murphy; s e-corner of Stebbins 
and Home St; also, nes of 169th 
154 ft s e of Stebbins Av, % year 

EVE, Henry, to George Ehret; 248 10th 
Av, lease, ‘demand 

FARBER, Abraham, to Isaac 
ch ne’ e s of Railroad Av, 

50x300 to Washington 


FOWLER, Ellie E. and ‘Ragar M., to Mary 
A. Newell; 598 East 136th St, 3 years By cus 

FRIEDMAN, Harris, and another to Mary 
R. Goelet and another, executors, &c.; 
188 Henry St, 5 yearS.........sseeeeee 

FRIEDMAN, Harris, and anothep. to 
George G. De Witt, trustee; 186 Henry 
ia. we PEER s est ewescbeadeses s 

FRIEDMAN, Harris, and another to Mary 
A. Lockman: 186 Henrv St, 5 years.... 

GERATY, Annie M., to New Jersey Agen- 
cy Company; 22 Hamilton St, also 134 
Cherry St, 5 years .. 

GERSON, William and. Della A., 
McC. Welling; 268 West 19th 
stallments...... 

GOLDSTEIN, Nathan and Celia, 
ers to Solomon Jacobs; s s of 109th 
120 ft e of 5th Av, 1 year 

GRAHAM, William Van ., to SMary 
Fraser; s s of 82d St, 133 ft w of Park 
Av, 3 years 

GRAHAM, William Van W., 
American Real Estate Title 
Company; s 8 of 82d St, 100 
Park Av, 1 year 

GRAHAM, William Van W. 
American Real Estate Title 
Company; s s 82d St, 117 ft w 
Av, 1 year 

GRAHAM, William Van W., to German- 
American Real Estate Title Guarantee 
Company; s s of 82d St, 117, 133, and 149 
ft w of Park Av, 1 year, and demand 
(three mortgages) 

GRAHAM, William Van W., to Mary Fra- 
ser; s s of 82d St, 100 ft w of Park Av, 3 
years 

GRAHAM, 


Herman 


to 


Ida 
Av 
St, 


and Max § 
100 ft n of 
Av, 


to “Sar a 
St, in- 


and oth- 
St, 


to German- 
Guarantee 
ft w of 


to German- 
Guarantee 
of Park 


Ww to Allan 
Marquand, pintniatrater, &c.; 8s s of 82d 
St, 149 ft w of Park Ay. 5 years...... 

GRAY, Augustus B., to the Irving Savings 
Institution; s e corner of Park Av and 
90th St, 

HANLEY, James, to George Phret; 
Mast 116th St, lease, demard 

HICKEY, John, to Eliza Walker; n e cor- 
ner ot Boulevard area 100th St, 1% years 

HOFINGER, Andrew, to Metropolitan Sav- 
ings Bank; s s of 80th St, 200 ft w of 
oe Se OS eae Perr ee 

HORN, Walburga, to Emigrant Industrial 
Savings Bank; s @ of 106th St, 53 ft w 
of Park Av, 

ISAACS, Barney” to Abner B. 
corner of Avenue D and 5th St, 

JOHNSTON, Margaret, to The 
Savings Bank; 324 to 330 East 
year . 

JONES 
bert W. 
1 year 

KELLY, Margaret F., 
er; s w corner of 134th 
Place, 34% years 

KICHNER, August, to Catherine and Julia 
Curran; e s of Clinton Av, 22 ft n of 
Oakland Place, 3 years.......cecssseces 

LARCHAM, Joseph, to Emigrant In- 
dustrial Savings Bank; 1,602 Ist Av, I 
year. é 

LE NDEMAN. Helena M. 
Riker; 246 West 38th St, 3 

LUESSEN, Sophie, to Siraon 
of 157th St, 250 ft n w of en 
AV, B YOATB.ccccccccccccccscesesecs cecee 

LYONS, Julius J., to the State Bank: 
ns of 79th St, 200 ft e of 3d Av, 1 year. 

MELVILLE, Louise M., to Townsend Wan- 
dell; 207 West 34th St, 

McCARTAN, Eleanor, to George 
Adam, executor, &c.; 220 Wooster 
years 

McCRACKEN, William, 
Emily A. Ryder; e s of St. 
60.7 ft s of 152d’ St, 25x90.8 to St. 
olas Place, 1 year 

McCRACKEN, William, and others 
Charles Bondy; e s of St. Nicholas Av, 
60.7 ft s of 1534 St, 25x90.8 to St. Nich- 
Se ee, eee 

McCRACKEN, William, and others to 
Louis Stix; e s of St. Nicholar Av, 35 ft 
s of 152d St, 25.7x96.1 to St. Nicholas 
Place, 3 years 

McCRACKEN, William, 
Emily A. Ryder; e s St. Nicholas Av, 
86.2 ft s of 125th St, 1 year 

McCRACKEN, William, and others 
Emily A. Ryder; e s St. Nicholas Av, 
35 35 ft s of 152d St, 25.7x96.1 to Nicho- 
las Place, .1 year 

McCRACKEN, William, and others ‘to 
William S, Edgar, guardian, &c., and 
others, trustees; e's of St, Nicholas Ay, 
25.7x85:3 to St. Nicholas Place, 3 years. 

Met GANN, John, to Sarah M. Morton; 410 
Benet Gees Gt, DB FORMER. oc wcctccccccmocce 

MOEBUS, Sophia, to Mary L. Campion; 
e s of Courtlandt Av, 25 ft n of 154th 
oe RE er ee ee nae, 

MONTAG, Christina and Michael, to Chris- 
tina be ge 542 East 155th St, 1 year.. 

MONTAG, Christina and Michael, to Chris- 
tina Wiehe; 544 Courtlandt Av, 1 year... 

OP PENHEIMER, Fanny, to Emigrant In- 
dustrial Savings Bank; s s of 50th St, 180 
ft e of Ist Av, 1 year 

POMARES, Ana M., to Andrew J. 
donk and others; s s of 78th St, 375 ft 
w of 9th Av, 3 years....... 

PRIOR, James C., to Alexander W. 
ser; 143 and 145 Prince St, demand.... 

QUIGLEY, Harriett A., to Benjamin Hac- 
tum, trustee; n w corner of 2d Av and 
109th St, 5 y 

READ, George R., to Donald Mackay; 
ee eae, ee MINE e's non ed op c'nc a 5 oh cw 

READ, George R., to Donald Mackay; 2 
East 119th St, 3 years 

REDFIELD, William H., to 
Watson and others, executors; 
rer of 7th Av and 146th St, 

RENN. Ludwig. to James 
and others, trustees, &c.; w s of Sulli- 
van St, 125 ft n of Bleecker St, 5 years. 

RICCA, Amalia, to New York Building 
Loan Banking Company; s s of 134th St, 
425 it e of St. Arn’s Av, extends to 
Southern Buolevard, installments 

RIEGER, Donatus, to Marcus Nathan; n 
e corner of 5th Av and 182d St, 2 years.. 

ROGERS, Amalie, or Amelie, and Augus- 
tus C., to Emigrant Industrial Savings 
Bank; s s 114th St, 250 ft w of Boule- 
vard, 1 year 

ROSENBAUM, Emil, to Adolph G. Hup- 
fel; s s of 148th St, 166.8 ft e of Brook 

Alfred 


William 


Mills; 

1 year. 
Franklin 
S4th St, 1 


and Thoma: 


oo 


20 and 22 


Sarah E. 
J. Petrie; 
Wack- 
Brown 


to Charles J. 
St and 


St, 


and others 
Nicholas Av, 
Nich- 


and others t 


Onder- 


Robert 
nw 
8 vears 

McClenahan 


cor- 


Av, 5 years 

SANDERS, Florence, to 
168 West 73d St, 1 year 

SCHMIDT, Frederick, to 
ings Institution; e s of Ist Av, 
of 12th St, 1 year 

SCHNEIDER, Ernest E. W., and others to 
Mary A. A. Woodcock; s e corner of West | 
End Av and 102d St, } 

SCHUSTER, William, to De Witt C. Mia. 
dieton and others, as commissioners, &c.; 
15 City Hall Place, 5 years............- 

SEPP, Marinus E., to Solomon -and 
Theresa Proops; ws of 5th Av, 24.11 ft n 
of 134th St, 2 year 

STUMPF, Rose, to Rafael D. de la Cor- 
tina; 448 Kast 148th St, 3% years 

STUMPF, Rose, to Harriet J. Nixon; 
East 148th St, 3% years 

STUMPF, Rose, to Adeline Warner; 
East 148th St, 34 years 

SUYDAM, Mabel, to Lawyers’ Mortgage 
Insurance Company; es of Sth Av, 75 ft 
s of 20th St, 

TEMME, Oscar, to Mary W. Lee; 202d 
St, ss, 100 ft e of Webster Av, 3 years. 

TEMME, Oscar, to Otto Renner; 202d St, 
s s, 100 ft e of Webster Av, 3 years... 

THE RBOTTLERS AND MANUFACTUR- 
ers’ Collecting and Distributing Company 
to Irving Savings Institution; 218 and 
220 East 37th St, 1 year 

TULLY, Michael, and another to Lily W. 
Peresfcrd- and others, ‘trustees; 
Gouverneur St, 

TULLY, Michael. and another to Chartes 
Rensch; 4% Gouverneur St, 3 years... .. 

TULLY, Michael, and another to Charles 
Denner; 44 Gouverneur St, installments. 

TULLY, Miehael, and another to George 
G. De Witt and another, trustees, ee 
42 Gouverneur St, 5 

WAUE, Frederick W., TE op 


Jaretzki; 


Dry Dock Sav- 
78.3 ft s 


446 
444 


to 


Exch. 


164.4 ft e of A 


9,342 


1,700 


3,500 


6,000 


11,000 


3,000 


14,500 
5,000 


’ 30,000 


8,000 
22,000 


30,000 


500 


9,300 


22,000 


4,000 


10,500 


22,000 


22,000 


5,000 
3,179 
2,500 


13,000 


12,000 
13,250 


55,000 


14,500 


2,000 


1,000 


17,000 
10,000 


3,000 
6,500 
500 


2,000 


6,000 


32,000 


32,060 


5,500 


6,500 


32,000 


4,000 


8,500 
1,000 
1,000 


3,250 


5,000 
25,000 


14,000 
8,000 
8,000 


35,000 


15,000 


D SOONG ss os eens eterve reas d 


30,000 


28,000 
4,000 
4,000 


‘HOHL,. Gharies, 


PARK 


Forsoh; Se etl ot th. deiteal tinea. 
St, 1 Year... .ccccesee on oc ebabccsdededs vo. MOOS 
WAUE. Frederick W., to Ferdinand _ 
Forsch; s e corne: of "84 Av and Rose 
St, i vear 23,000 
WE ERNER, Jacob, and ‘another to Maurizio 
“Zetena; ns of McGraw Av, 100 ft w of 
Cottage Grove Av, 3 years.......-+.006: 
WHITFIELD, Alfred L., to Mary B. M. 
Lawrence; n w corner of 2d Av and 
25th St; 7th Av, ne corner of 28th St; 
34th St; n s, 875 ft w of 7th Av, and 
nS = 5 of l7th St, 200 we e of 4th Av, 3 


WHITFIELD, “George B.) to Archibald M. 
Maclay; n w corner of 24 Av and 25th 
St; 7th ‘Av, ne corner of 28th St; 84th St, 
‘n-s, 875 ft w of 7th Av, and ns of 
¥7th St, 200 ft e of 4th Av, 1-20 part.. 

YOCKEL. John H., to Mary H. Abbott; 
n.s of 9$th St, 275 ft w of 4th ws wid- 
ened, 1 year 


600 


1,000 


1,000 


4,000 


Assignments of Mortgages. 


BENJAMIN, George W., to Archibald A. 
Skillman ..... 
BITTINER, Bdmuna, “to ‘Charlotte 
BRADLEY & CURRIER 
to George C. Currier £ 
BROWN, Sophia E. C., her, 
gouters, &e &c., to General 7 ee 
er mp. 


astorf. 
ANY 


GUNTHER. "Prandin . 


Trust Company 
Bp eager ge 


Ley 
HEN DERSON, Mary E., 


Levin 
to John ¥. Bullwinkel. - 

MINTURN, Robert §S ,. trustee, to Robert 
S. Minturn and another, trustees. 

MONTAG, Christina, to Christina Wiehe. . 

POST, Charles A., and another, trustees, 
to Lina P. Webster..........-+e. 

SEABROOK, Therese W., executrix, 
Annie L. Conover and another. 

TITLB GUARANTEE AND TRUST COM- 
pany to Mary E. — and another, 
executors > 

UNDPRHILL, Eliza B., 

Howard, executor, &O. oodles 
WIENER, Henry, Jr., trustee, to Henry 


Wiener 
WILLETS, James R., ‘and cthers. 
to James R. Willets 


tors, &c., 
Mechanics’ Liens. 


CENTRAL PARK..WEST, s w corner of 
Sith St, 100.8x60; Samuel F. Bags 
against James Livingston, owner; H. 
Coho & Co., contractors........ 

CHERRY st, 233 237; Thomas G. 
Knight against Felix Philips, owner; P. 
Ayres. contractor ....... 

GERARD AV, ws, 2594 tts of 144th St, 

25x100; Robert J. Howe against Charlee 
Van Riper, owe: Fred Damm, con- 
tractor 

GRAND _ ST, 582; : Antonio 
against Jesse Greenberg, owner; H. 
Greenberg, contractor..,. 

OGDEN AV, w 8s, 175 ft s of Union St, 
100; Robert J. Howe against deur 
Ketchum, owner; Fred & John Damm, 
contractors ... 

OGDEN AV, w s, 68 ft n of Wolf St, 25x 
100; Robert J. Howe against William B. 
Ogden, owner; 4 bene & John Damm, con- 
tractors 

AV, of. 178th 
100x108; Frank P. Lockwood - anaes R. 
H. Jones, owner and contractor. ee 

PARK AV, n € corner of 178th St, 
100x108; Church E. Gates & Co. against 
R. H. Jonés, owner and contractor 

RIVINGTON ST, 325 and 327; Antonio 
Bertolino ana others against Mary J. 
Sullivan, owner; J. Sullivan, contractor. 

ROCKFIELD ST, n s, 400 ft w of Briggs 
Av, 25x100; Church E. Gates & Co. 
against R. H.,Jones, owner and con- 
tTacCtor se. 

4TH AV, 8@ and 82; John A. 
Sons Company against Joseph 
Kennee, ownér ‘and contractor 

4TH AV, 80 and 82; McEntee & O’Brien 
against Joseph H. McKennee, owner and 
contractor 

57H AV, n e corner of 101st St, 100.11x 
100;.Orrin D, Person against William G. 
Webber, owner and contractor 

65TH ST, 234 West; B. Kreischer & Sons 
against William H. Stearns, owner; 
Charles H. Galliker, owner and contract- 
OF .aés 
3D ST, ‘n w corner of Lexington Av, 
102. 2; Dennis O'Connell against 
Jung, owner and contractor 

91ST ST, 1 an@ 3 West; Dennis O’Con- 
nell against Sunn Brothers, owners; 
James A. & Richard Cody, contractors. 

97TH ST, 327 and 329 East; Charles Mar- 
tin against Sophia Hoeberman, owner 
and contractor 

9TTH ST, 3827 and 329 East; 
Fessaico go Sophia Hoeberman, 
er; Charl rtin, contractor 

9STH ST, n s, 300 ft e of 5th Av, 50x100; 
William H. Browning & Son against 
William Horowitz, owner and contractor. 

178TH ST, 701 to 711 East, and 1,972 and 
1,074 Railroad Av; Benno A. Bohne 
against the New York Building-Loan 
Bankiug Company, owner; Otto Holm- 
gren, contractor .... 
BUILDING LOAN CONTRACT, 
Under Chapter 418, Laws of 1897. 

WEST END AV, 8s w corner of 83d St, 
772x100; the New York Investment and 
Improvement Company, with the Colonial 
Building Company, (16 payments) 


to 


execu- 


Bertolino 
M. 


379 
Roebling’s 
H. Mce- 


6,575 
900 


912 


Jacob 


Pasquale 
own- 


$75,000 


Lis Pendens, 


ANTHONY AV. es, 130.9 ft n of 175th St, 95x 
170x98.11x142.5; Thomas R. A. Hall and an- 
other against arriet A. Gleason and others, 
(foreclosure of mortgage;) attorneys, Ennever 
& Trautmann, 

DAVIDSON AV, centre line, 230 ft n of centre 
line of 184th St, runs w 130x n 50x e 130x s 
50 to beginning; Sarah F. Fabbrtcotti, execu- 
trix, &c., against Eda H. Sachers and others, 
executors, &c., (foreclosure of mortgage;) at- 
torneys, Adams & Hyde. « 

HAMILTON TERRACE, e s, 
St, 165.1x74.6x162x85.10; the Bauschard Com- 
pany against. Robert Kely and others, (fore- 
— of mechanic’s lien;) attorney, H. F. 

iller 

MOTT AV, s w corner of 163d St, runs w 120.10 
to Walton Avy x s 75x e irregular to Mott Av 
x100.9; Alwin Eisert against Mary Hopkins and 
another, (foreclosure of mortgage;) attorneys, 
Lippmann & Ruck. 

ROAD leading from King’s Bridge to William’s 
Bridge, n W 8, of Lot 62, map No. 2, 
property of Charles Darke, Twenty-fourth 
Ward; John H. Thorn against Juliet Varian 
and another, (foreclcsure of two mortgages;) 
attorneys, R. E. & A. J. Prime. 

4TH AV, n wW corner of 132d St, 
York Life Insurance Company agdinst John T. 
Gay and others, executors, &c., (foreclosure of 
mortgage;) attorney, E. E. McCall. 

97TH ST, n 8s, 100 ft w of 3d Av, 27x100.11; 
James Chambers and others against William 
Moger and others, (foreclosure of mortgage; at- 
torneys, DeWitt, ‘Lockwood & DeWitt. 

63D. ST, s s, 150 tt e of West End Av, 100x100.5; 
Albert E. Foster against Bridget Cooney and 
others, (foreclosure of mortgage;) attorney, F. 
De P. Foster, 


199.9 ft n of 141st 


20x75; New 


FEDERAL COURTS. 


United States 


12—Lewis Pierce et al:, trustees, 

error, vs. the Somerset Railway, and 

—Lewis Pierce et al., trustees, plaintiffs in 
error, vs. John Ayer et al.—In error to the Su- 
preme Judicial Court of the State of Maine. Dis- 
missed for the want of jurisdiction. Opinion by 

Justice Peckham, 

21—The people of the State of New York 
rel. Parke Davis & Co., plaintiff in error, 
James A. Roberts, Controller of the. State of 
New York.—In error to the Supreme Court. of 
the State of New York. Judgmbnt_ affirmed, 
with costs. Opinion by Justice Shiras. “Dissent- 
ing: Justice Harlan and Justice Brown. Justice 
White took no pe in the decision of the case. 

305—The St. s Mining and Milling Com- 
pany et al., plaintiffs in error, vs. the Montana 
Mining Company et al.—In error to the Supreme 
Court of the State of Montana. Judgment af- 
ormed, with costs. Opinion by.Chief Justice 
Fuller. 

The Chief Justice 
ders of the court: 

S—Of October term, 1897—The United States, 
appellants, vs. Earl B. Coe.—The petition for 
rehearing is directed to be filed and leave is 
given to counsel of parties to the record to file 
additional briefs within thirty days. 

Ezereau Fuller, petitioner, vs. 
Field et al.—Petition for a writ of 
to the United States Cireuit Court of 
for the Seventh Circuit denied. 

4, Original ex pers. the matter 
E. Nichols, petitioner, and 

435—James Nicol, me xr orto vs. John Ames, 
United States Marshal.—Motion to advance 435 
to be heard with 4, original, granted and both 
cases assigned to be heard as one case Dec. 12 
after the case already assigned for that day. 

281—Francis C. Watson, plaintiff in error, 
the State of Rhode Island.—-Motion for leave 
proceed in forma pauperis denied. 

418—P. Lorillard Company petitioner, vs. 
Christian Peper.—Petition for a writ of certiorari 
to the United States Cireuit Court of Appeals 
for the Eighth Cireuit denied. 

419—The Continental National Bank of New 
York City, petitioner, vs. Mary Jenness Heilman 
et al.—Petition for a writ of certiorari to th» 
United States Cireuit Court of Appeals for the 
Eighth Circuit denied. 

431—Charles Winston, petitioner, 


States. 
432—William M. Strather, 
United States, and 

433—Edward Smitif petitioner, vs. the United 
States.—Petitions for writs of certiorari to the 
Court of Appeals: of the District of Columbia 
granted and cases assigned for argument as one 
case on Novy, 

218—Robert Dunlap, appellant, the United 
States, end ° 

189—La Abra Silver Mining Company, appel- 
lant, vs. the United States.—Reassigned for argu- 
ment Nov. 28 after the cases already assigned 
for that day. 

443—The Knights Templars and Masons’ Life 
Indemnity Company, petitioner, vs. Carrie FE. 
Converse.—Petition for a writ of certiorari to 
the United States Cireuit Court of Appeals for 
the Seventh Circuit dented. 

444—United States ex rel. Alfred L. Bernardin, 
plaintiff in-error, ys. Charles H. Duell, Com- 
missioner of Patents. —Motion to advance granted 
and cause assigned for argument Novy. 28 after 
the cases alre: assigned for that day. 

50—I. Henry Jurgens, Sheriff, &c., appellant, 
vs. Yot Sang.—Appeal from the District Court 
of the United States for the District of Montana. 
Final orders reversed, with costs, and cause re- 
manded with a direction to discharge the writ 
and dismiss the petition on the authority of 
Washington vs, Coovert, 164 U. S., 702, and cases 
cited. 

463—Nelson Morris et al., petitioners, vs. Rob- 
ert B. Stewart et al.—Petition for a writ of 
certiorari to the United States Circuit Court of 
Apuesie for the Seventh Circuit submitted by 

M. Hoyt in behalf of Charles H. Aldrich in 
mies of petition, and by Samuel P. McCon- 
nell, H. M. Pollard, and Horace Kent Tenney in 
opposition thereto, 

448—Marcus A, Spurr, petitioner, vs. the United 
States.—Petition for a writ of certiorari to the 
United States Cireuit Court of Appeals for the 
Sixth Circuit submitted by A. H. Horton and 
B. P. Waggener in support of petition, and by 
Solicitor General’ Richards in opposition thereto. 

4 eS parte: In the matter of Emma 

S. Fayerweat and another, petitioner.—Motion 
for leave to a petition for a writ of man- 


Supreme Court. 


plaintiffs in 


ex 
VS. 


announced the following or- 


Marshall 
certiorari 
Appeals 


of George 


vs. 
to 


vs. the United 


petitioner, vs. the 


vs. 


~~ 


RII RGR IRIIRS (RAS eles 


you can have a line of credit with us 
that will cover all you wish to buy. 
Make use of ft. 


We are willing to supply you with all the 
heusefurnishings you need at prices you 
cannot.equal, and await your pleasure in 


paying. 


WE TRUST tHe PEOPL 


‘We will furnish you with a 


FOUR-ROOM FLAT, 


consisting of Parlor, Bedroom, Dining Room and asin, 
with everything requisite to start housekeeping on, at 


$100.99 ™ $150.99 


including Furniture, Carpets, Oilcloth, Bedding, Crockery, 
Pictures, Curtains, Portieres, Range, Lamps, etc. Only a 
slight advance if bought on credit. 


OPEN 
AN 
ACCOUNT 


A full list of what our Four-Room Flats contain will be mailed 
upon application. Any information desired not covered by this 
advertisement promptly replied to. Catalogue mailed upon appli- 


cation. 
We Carry 


EVERYTHING for HOUSEKEEPING 


and our prices you will find moderate; and our 


LIBERAL GREDIT SYSTEM 


has never been equalled for liberality. No trouble to show goods 
throughout our establishment or furnish estimates. 


J. & S. BAUMANN 


“THE GREAT CREDIT HOUSE, 


Cor. 19th St. and Sth Ave., 


Open Saturdays Until 10 P. [1. 


GR) 
(SRLS SI SSR eS SR 


Bi .56 TVsy Wee Vika: Vi aVIE, 1 BE. + 2E.; 
and XII. "Adjourned for the te rm. 


SURROGATE’S COURT—Chambers—Arnold, S.— 
Motion calendar called at 10:30 A. M. 
1—Peter De Loughey. |23—Edward Tentrene. 
2—John Hagan. 24—James M. Conner. 

oo Anne Donovan. 25—James Matthewson, 

appellant, vs. William 4—Samuel C. Ostran-|/26—Sophie Herman. 

. tie Sere of ‘the der. 27—Charles E. Loew. 
€ t 7 - “s . to > 2 , 

Tathek 3: Socwten . gen M. Gillroy, 28—Salome Loew. 

6—Mary J. Gillroy. 29—Wright Holcomb, 

‘—Nathaniel Niles. 30—Mander, infants. 
sS—W illiam H. Gold-|31—Margaret A. Kirby. 
m ae te ied 32—Gerhard H. Kar- 
—Helena A, Von Kel- stens, 

ler. : 33—Joseph Wea 
10—William H. Gold- burger. 
stein. 384—George 
1—Thomas 35—Schuyler Valentine. 
°—Patrick 36—Henry A... Jacoby. 
s—Rifka 37—C “hristopher Schneile, 
14—Mary Wills for Probate. 
15—John Poole, } At 10:80 A. M. 
16—John Stinebaker. Anna M. Patten. 

| 17—Wilhelmina Riedle. |Maria M. Hummer. 

18—Robert H. Lafferton./Ethan Akin. 

19 hapa eo ;Rhena 5 Brown. 

20—Bryan C. McCabe. | At 2 P. M. 

21 Ast hagg McCabe. popae Cordes, 

22—Philip J. Smith. | 

SURROGATE’S COURT—Trial Term—Held 
Surrogate’s Court, Trial Term, ground floor, 
County Court House—Fitzgerald, S.—Opens 
10:30 A, M. No day calendar. 

CITY COURT —General Term—McCarthy, Schuch- 
man, and Olcott, JJ.—Held in General Term 
room, second floor, 32 Chambers Street, (Brown- 
stone Building.). Opens at 10 A. M. On call of 
calendar all causes must be marked either ready 
or off om. a ~_— — soaty must be 
argue or submitted as reachec 
Appeals from judg-;20—Rosenwald vs. 

ments. | stein. 

3 arding s. Jen-|22—Brow 

1 oe vs Jen —* 

190—Stowell vs. Erie/183—Noonan -vs, same. 14—Nier vs. |26—McCanna 

R. R. 1192—Weiss vs. Old Col- 16—Lasker Av. | douine. 
115—Merz Universal Ex- ony Steamboat Co. R. R. Co, \27—Barkley 
tractor and Con-|193—Blondheim Vs. 19—Patterson , vs. City skehl. 
struction Co. vs. | yr doen Mercantile Trust Safe Deposit} 
Chamberlain. Agency. B.. -n Ge Phila-}| 
86—Bruce vs. Invest-|194—Sedgwick City Bank delphia. | 
ors’ Securities Trust. vs. Hoering. ITY COURT—Special Ter Fitzsi 
157—Baumeister vs. 3d|195Esposito vs. rhe COURT—Special Term—Fitzsimons, C. J.— 
An ae hattan Ry, Co. pens at 10 A. M. in Brownstone: Building, 
102—Newman vs. Penn.|196—McNair vs. Robert- tt er Street)—Motions must be made re- 
R. RB. fata eo at 10:30 A. M. Defaults on motions 

104—O’Donnel vs. same. /197—Quackenbush Riss , e taken at 11 A. M. 

148—Tillinghast vs. Mil-| Cambria Iron Co. CITY COURT —Trial Term—Parts I., 

ler. }1988—Svensson vs. West- IV. adjourned for the term. 

149—Same vs. Corbit. | — cott Express Co. COURT OF GENERAL SESSIONS—Part I.— 

150—Same vs. Boyce. j199—Post _ VS. _Peabody Fitzgerald, J.—Assistant District Attorneys Os- 

156—Same vs. Haeger. Education Fund. borne and Hennessey. Opens at 10:30 A. M. 

178—Baker vs. N. Y., N.|/200—Same vs. same, 1—Joseph Acierno. 8—Charles F. Forbes. 

m &H. BR. RR , 2—Serrodura Allegpess.; 9—James Lappin, 
As causes are disposed of, new ones will be 3—Henry Blumer. Joseph Nicholas. 
added from. the general calendar, beginning with 4—Marie M. Vaticocca.|10—Henry Henker 

193. 5—Henry Morello, 1—Ale *xander Parrios, 

UN.TED STATES CIRCUIT COURT—Wheeler, Rosana S. Morello. Edward Barnes, 
J.—Opeéens in Room 47, Post Office Building, at 6—Salvatpre Giloti. —Lizzie Kelly. 
11 A. M. Equity calendar. i—Antonio Fasanella. -Armstead D. 

25—Carey vs. Roosevelt.{124%,—Covert vs. Trav- Rh om ay —Clara_ Gilbert. 

i13—Nelson vs. Farmer ers Joseph Bowe. Merman Bartholo- 
& Son. 15—Mesinger Bicycle 2—James McCarthy, mas. 
26—U. 8. Saddle Co, vs. Hum- Charles McDonald. 17—Henry 
Co. vs. Spalding &| ber & Co. Ltd. 8—Michael Angoni, }18—Stephen Korges. 
Bros. 116—Fuller vs. Huff. Anthony Plutier, if—John J. Dawson, 
35—French Union|17—Welsbach Light Co. Stephen  Biochi. 20—Osias Kriemer, 
Pacifie | vs. Sunlight Incan- i—John Wilson. 21—Lena Cohen. 
36—French descent Lamp Co. 5—Amy Palmer. }22—Coleman Ebb. 
Pacific 18—Lever Bros. vs. 6—Jacob Schwartzberg. |23—Michael J. Hanan, 
37—Venner Fitzger-| Brown. 7—George Merrill, \24—Henry Muller. 
ald. \22—Gibbs vs. Humber John Wilson. 25—Abraham Zucker. 
88—Warner Bros. Co. Be & Co., Ltd. COURT OF GENERAL SESSIONS—Part II.— 
~. ic  ngtaeree ABO the ‘i Goff, R.—Assistant District Attorneys Walsh 
yone Co, |29—Internationa ootnh and Honey. Opens at 10:30 A. M. 

39—Same vs. same. Crown Co. ys. Kyle. 1—Patrick Corcoran, 7—James Monohan. 

40—Same vs. same. \8i—Logan vs. Fiske. William Young &S—William Marcus 

50—Mercantile ~ lay a od v8 Petich ie: Gillespie. 2—Andrew Kelly. | 9Paul- Drivas pe 

vs. Mo., Kan. & Tex./44—Cary fg. Co. vs. Jacob Richman 10—George Guth 

Ry | Neal. William Shannon 11—Giovanni Longbardi 

a Shanr ‘ é sngbardi. 

51- Bail & Socket Fast- |47—Logan vs. Winch, -David Simon, 12— Thomas smith. 

- 7 > hab ohn. | gees a ei s. Eagle 6 Joseph Cohen, 

2 been a. vs. Cohn. |54—Gillespie Vs. COURT _OF GENER AL SESSION S—Parts 
6—Pulaski vs. Guggen-| Issue of Law. and IV.—Adjourned for the term. 

Appointed—New York, 


heim. | 4—Thompson vs. 
11—Rubber Tire Wheel} man. 

Co vs. Columbia eTrT . , , 

= eh Faanint SUPREME COURT—Pryor, J.—Winans: vs. Mer- 

Sent Ww | rigan—M. Cleiland Milnor. Wood vs. O’Cal- 
_— - ae laghan—Isazc B. Brennan. Gerken vs. Merri- 
UNITED STATES Is gan—M. Cleiland Milnor. Matter of N. L. 

J.—Opens in vat yg Maa Niver Company—Edward Browne. 

at ak as ae Wael SUPREME COURT—Cohen, J.—Matter of Merk 

tobacco Poe sf M. A. Lesser. Hunt vs. Carr—John B. Pannes. 
2—U. Ss. vs. 1 SUPREME COURT—Truax, J.—Tanenbaum 

Stein—Hamilton Odell. 
SUPREME COURT—Laughlin, J.—Harrison y 

Bonnell—Chauncey E. Dunkleberger. 


) 
a) 
Ge) 
Ge) 
Ca) 
9) 
Oe) 
3) 
) 
a) 
) 
) 
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) 
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(SA) 
GR) 
GR) 
OR) 
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damus submitted by Roger M. Sherman for the XI, 
petitioners. 

400—Eugenia A. Webster Ross, plaintiff in er- 
ror, vs. George Gordon King et al.—Motions to 
dismiss or affirm submitted by R. L. Sweezy, 
John H. Glover, and Stephen H. Olin in support 
of motions, and by H. J. May and J. M. Wilson 
In opposition thereto. 

304—Edward Clifford, 
Heller, Sheriff.—Reassigned for 
call for Nov. 7 on motion of 
for the appellee. 

49—M. F. Morris et al., appellants, 
United States.—Argument continued by 
Wilson for the claimants under the 
patent; by Hugh L. Bond, Jr., for the Chesa- 
peake and Ohio Canal Company; by H. Randall 
Webb for the trustees of the estate of William 
E. Asby; by J. Hollisworth Gordon for William 1 
L. Dunlops and the heirs of George Peter, and 1 

1: 


vs. the 
Nathaniel 
Kidwell 


Ham- 


W. .Cass. 
Keane. 
Tallon. 

Graf. 

Nolan. 


by Holmes Conrad for the United States. Leave 
granted to William A. Cook to file brief 
behalf of R. J. Beall et al. 

Call for to-day: 49, 215, 
60, 62 and 63, 64 and 66. 


on 


15, 56, 57 and 61, 59, 


Calendar for Tuesday, Nov. 1. 
UNITED STATES CIRCUIT COURT OF AP- 
PEALS—Wallace, Lacombe, and Shipman, JJ. 
Opens in Room 124, Post Office Building, 
10:30 A. M. 
Preferred causes. 
26—American Box 
vs. Hughes. saxlehner 
38—Wirt vs. Farrelly. sen. 
39—Dodge vs. Fulton/86—Saxlehner vs. Eisner 
Pulley Co, & Mendelsohn Co. 
44—Von Mumm vs. Wit-|98—Electric Car Co. 
teman. Nassau Elec. Co. 
45—Celluloid Co. vs. 110—Fayerweather vs. 
Cafferty Co. Trustees of Amherst 
College. 
CIRCUIT COURT—Townsend, 
Building at 11 


at } 
in 
in 
at 


81—Peck, Ww. 
Cer. Wik 


85—S. 


Stow 
Fray. 
vs. 


& 
Co. 
Neil- 


vs. 
Mc- 


Gold- 

UNITED STATES : 
J.—Opens in Room 43 Post Office 
A. M. Jury calendar. 


vs. Hirsch- 


Looschen Bau- 


vs. 3d 


vs. 


vs. Wolf- 


of 


Man- 


vs. 


If., III., and 


Lacy. 


Playing Cara| W yett. 


Vs. 
R. 

vs. 
R. 


R. 


R. 
vs. 


Union | 


Ayres. 


Petich. ITI. 


Selis- 
Referees 


DISTRICT COURT—Brown, 
Post Office Building, at 
6—U. S. vs. 1 case 
electrotype plates. 
7—U. S. vs. 89 boxes 
lace, Emberson, 
8—U. S. vs. 1 
hand paintings. 
-U. S. vs. 783 hides, 
and 382 hides, &c. 
10—U. S. vs, Duncan. 
11—U. S. vs. Aristotle, 
&c., &e. 


package} va, 

diamonds, Van Gel-} 
der. 

3—U. Ss. 
diamonds, 

4—U: 5S. 
trimmed hats. 

5—U. S. vs. 50 pack- 
ages lace, | 


STATE COURTS. 


| case 
certain} 

Lasar. | 9 
certain 


vs. 


vs. =T 


York. 


Guthauer 


Receivers Appointed—New 

SUPREME COURT—Pryor, J.—Bertha 
vs. Pauline Wittner—John J. Breen. Matter of 
N. L. Niver Company—Charles A. , Mackey. 
Egbert B. Seaman vs, William F. Burroughs— 
Daniel J. Early. 

SUPREME COURT—Cohen, J. 
Stewart vs. Robert Stewart—Patrick 8S. 


Brooklyn Court Calendars. 


SUPREME COURT—Appellate Division—Second 
Judicial Department.—Goodrich, P. J.; Cullen, 
Bartlett, Hatch, Woodward, JJ. Enumerated 
day calendar. 

444—Matter of Morris. }465 

445—Kalfur vs. Broad-| 

way R. R z 483 
448—Devlin vs. Hinman. 
449—Wissel vs. Ott. 
450—Trenchard vs. Wiley.| 
ay 451 to 464—Lorey et al.| 
fous vs. The City of N.| 

Hale. Y. 486 
Quinn. SURROGATE’S COURT- 
Kraft, The wills of John Kayes, 

vs. May- A. Robinson, Mary Bauer, Mary Taggart, Clem- 
ens Graef, William Wagner, and Mary Swift. 

The accounting of Louis Abrahams and Louis 
Leonard. The estate of Catherine E. McFar- 
land. 

Contested calendar 
W. Schneider. 


New York Calendars—This Day. Anna e. _B. 
SUPREME COURT—Appellate Division—Recess. . 
SUPREME COURT—Appellate Term—For the 
hearing of appeals from City Court and Munici- 
pal Courts. Recess until Wednesday, Noy. 9. 
SUPREME COURT—Special Term—Part I.—Pry- 
or, J.—Opens at 10:30 A. M. Litigated mo- 
tions 
1—Merriam 
riam. 
—Worch vs. 


to 482—Carll et al. 
vs. Long Island City 
Stern vs. City 
New York. 
484—Van Name 
Name. 

485—Bagully vs. 
ing Journal. 
Kapleon vs. 
Abbott, S$ 
Pllen Malone, Lucretia 


Calhoun, 
Lutlin. 


vs. 


Met. 


Mer|28—Miller vs. 
j20—Swift vs. 
|30—In re Lait, 

Ry. Co. |31—Scharman vs. 
3—Mittendorf vs. same.}| Schoell. 
4—Hopkins vs. same. (32—Michener vs. 
5—Leszynsky vs. Con. —Alcorn, vs. 

Trust Co, \34—Turtle vs. 
6—In re Solomon. oo 5—Clark vs, 
7—Met. Life Ins. .'86—Quinn ys, 

vs. Bendheim. 37—Greer vs. 
8—Kent vs, O’Calla-)38—Edwards 

ghan. ham. 
9—Waterman vs. Bach.|39—Schmitt v 
10—Sanders vs. Porter. |40 
11—Grenner vs. Gren-41- 

ner. 
12—Cresenzo VS. 

Hill Stone 


St. 


vs. Van 


Dietor. on 


Tucker. 


s. Schmitt. 
Enright ys, Meehan. 

Coy Hunt Co. vs. 
Fearing. 

Rocky |42—Goldman vs. Emden 

Storage|43—Farmer vs. Farmer. 
Co. 44—Di Lorenzo vs. Dra- 

18—Drackluss vs. Alas- gone. 
ker Intersteutzung}45—Tracy 
Verein. - |46—Same 

14—MeMurty vs. Snow,|/47—Same vs. 
Church & Co. 48—Same vs. 
15—In re Beach. 49—Schmerber 

16—-N. Y. Bank Note nach 
Co. vs. Reynolds|50—In 
Card Mfg. Co. Co. 
17—Rosen vs.. Fechter. = gh vs. 
s8—ay Vs. Mey. 32—Silberman 
19—Ringrose vs. Board ler. 12—Baumann 
of Police. 53—Williams Typewriter ziato. 

20—In re Buffalo In- ae vw g Bergman. — — ~ 
vestment Co o4—Quinn vs. Quinn. omeaver 7 / > 

21-Mayer vs. Hesse. |55—Smith vs. Mullaly. CYry REAL ESTATE FOR SALE, 
»)?—Brown vs. Mechan-|56—Aarons vs. Tobin. ee 

ics’ & Traders’ 57—In re Dempsey. 
23—Ginsberg vs. Travis.|O8—Gleich vs. Brown. 
24—Montana Ore Pur-|59—Metzer vs. Schen- 

chasing Co vs. baum. 

Butte & Boston '60— People ex rel, 

Con. M. Co vs: Roe. 
25—Birminger Bir- |61—People ex rel, 

minger. gins ws. same. 
26—Lawrence vs. Haley. In re Egan. 
27—Krahnke vs. Les-} 63—Edwards vs. 

nowski, | han. 

SUPREME COURT—Special. Term—Part If.— 
Cohen, J.—Opens at 10:30 A. M. Ex parte 
business. 

SUPREME COURT—Special Term—Parts III., 
IVv., V., VII, and VIII.—Adjourned for the 
term, 

SUPREME. COURT—Special Term—Part VI.— 
Bischoff, Jr., J.—Opens at 10:30 A. M. Liti- 
ated motions to be sent from Special Term, 
art I. 


SUPREMB COURT-—Trial Term—Parts L., 


at 10:30.—62—Will of Oscar 


Queens County Court Calendar. 


SUPREME COURT—Special Term—Garretson, 
—Court opens at 10 A. M. Held in St. Mary’s 
115 Fifth Street, Long Island City. 
R. R. Co. vs./14—Stiehler vs. Stiehler. 

116—Augustin vs. 
Peters. lingler. 
Weins-!35—Goeller 


44—Dalton 


Vs, 
vs. 


Tracy. 
Falvey. 
Kircher. J. 
Dolan, Lyceum, 
vs. Rel- 1—L. I. 


Jones. 
Stephenson 


Sieg- 
6—Sharkey vs. 
10—Buckhaut vs. 
heimer. 
11—Clark vs. 


re 
vs. 
vs. 


Goeller, 


Hand. Dalton. 
vs. Clark. 


Mil- 3 | 
vs. aoa 





eo aaa 


GEO, R. READ. W. J. VAN PELT. 


Geo. R. Read, 


REAL ESTATE. 
10 WALL & 9 PINE ST. 1 MADISON AVE. 
AGENT. BROKER. 
AUCTIONEER. APPRAISER. 


FOR SALE, RUTGERS ST., COR. MONROE, 
to close an estate, at an attractive figure. F. 

de R. Wissmann, 55 Liberty St. 

TO LET— UNFURNISHED. 


Roche 


“vs. Hig- 
leo 


May- 





CITY FL ars 


~ THE PALACIO, 


55-57 EAST 56TH ST 
Handsome Apartments’ eight large, light rooms; 
hall service, elevator, electric light; choice loca- 


Il., * tion; private house block. Rent, $1,950 and $1,150 


— 


REAL ESTATE AT AUCTION, 


JAMES L. WELLS, Auctioneer, 


SUPREME COURT SALE IN FOR 
CLOSURE 


at 111 Broadway, N. Y., Real Estate Salesroon, 
WEDNESDAY, NOV. 2, NOON, 


li7 LOTS, 


portion of property known as 
GILBERT HOMESTEAD, 
on and near 


HUNT’S POINT ROAD 


and 


LAFAYETTE AVE., 


23d Ward, (Bronx,) New York City. 
Accessible by Southern Boulevard and Westches-" 
Av. trolley lines and Harlem River Branch 
R. R, from 129th Street ‘“L’” Station to Hunt's 
Point Station. 

Maps and particulars with Augustus C. Bro 
referee, 120 Broadway; Wilson & Wallis, plaints 
iff’s attorneys; 48 Wall St., and James L. Wells, 
Auctioneer, 141 Broadway, ’N. Y. 


APARTMENTS TO LET—UNFURNISHED 


OO 


West 85th St. 


No. 78—Corner apartment; 8 rooms 
& bath; hardwood floors, extra wide, 
light; electric lights free; hall boys; 
elevator; $1,050 for the year. 

ALSO 
74 & 76—Apartments; 7 & 8 
and bath, all light; hardwood 


hatl boys; electric lights free; 
$75 per month. 


Apply on premises, 


Nos. 
rooms 
floors; 
$55 to 


mn 


®— 


ST. JOHN, 
WAVE CREST and 
CEDARHURST, 
35, 37,39 & 41 East 50th St. 


Elegant, 





well lighted and ventilated and 
handsomely decorated Apartments, contain- 
ing seven rooms and bath; equipped with 
every modern convenience; steam heated and 
hall service; rents $40 to $65 per month, 


| 
| Janitor on Premises. 
| 





& 


THE CLEVELAND, 


126-130 EAST 24TH ST. 
all rooms light and open to outside 
_hardwood ood floors; ors; large close closets. Owner resident, 
———— oY 


107TH ST., 64 EAST, 


Near Madison Av., seven rooms and bath; all 
light; finely decorated: perfect order; heated halls. 


Large flats; 
air; 


HU'TKLS, 
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HOTEL EMPIRE, 


BOULEVARD & 63D ST., NEW YORK. 


A modern fireproof family hetel of _ 
the first class, cenducted on the Amer. 
ican and European plans, for the ac-= 
commodation of those who want the 
best at reasonable cost. 


Easily and quickly accessible by electric, cable, and 
elevated cars from ali parts of the city. 


W. JOHNSON QUINN, Proprietor 


HOTEL KENSINGTON _ 


5TH AV. AND 15TH ST., N. Y. 
Select family hotel. Refined and’ homelike. Eu- 
ropean plan. Location most central, one block ~ 
from Union Square. 

THOROUGHLY RENOVATED. NEW DINING 
ROOM. RESTAURANT OF NOTED EXCEL- 
LENCE AT MODERATE PRICES. 

Large and small suites. (parlor, bedroom, and 
bathroom,) for season or year. 

Transient rates: Single rooms, $1.50; suites, 
from $3.00 per day and upward. 

BERNARD BEYER, 


Sherman Square Hotel, 


Boulevard, corner West 7Tist St. 
AMERICAN PLAN. 


Strictiy a family notel; choice suites, furnished 
or unfurnished, to rent by the season or year. 
Cuisine and service of the highest order. Rates 
reasonable. Location convenient to all parts of 
the city. 

WALTER LAWRENCE, Manager, 
et 


THE SCHUYLER, 


69 and 61 West 45th St., near 5th Ave, 


High class, improvements unequaled in any hotel 
in town. 


A. W. EAGER, Manager, 





THE CHELSEA, 


222 WEST 23D ST. 

One of the most desirable apartment houses in 
the city; absolutely fireproof; all modern ime 
provements; restaurant of superior excellence; 
apartments furnished or unfurnished. 

E. N. WILSON, Manager. 


IN STRUCTION. 





MRS. LESLIE MORGAN’S 
BOARDING AND DAY SCHOOL FOR GIRLS, 
13 and 15 West 86th St. Thorough English, Art, 
agd Languages. Primary, Academic, College Pre- 
paratory. Individual attention. Home and 
chaperonage for special students. Reopens om 
Wednesday, Sept. 28. Kindergarten in French an@ 
English, and primary sewing classes on Wednes- 
day, Oct. 12. 


THE OXFORD SCHOOL, 
177 West 79th Street, 


WILL REOPEN ON MONDAY, OCTOBER 3D. 
Mr. Prosscr will be ) the office daily after Sep. 
tember 18th from 9 A. M. _to4 Pp. 


J. H. MORSE’S SCHOOL 
FOR’ BOYS, 


4283 MADISON AVENUE, N. Y¥. 





Primary, Intermediate, and College classes. Boys . 


from eight to eighteen. Mr. Morse at the schoole 
rooms every day a after Sept. 17th. — 


NEW , YORK, NEW YORK. : 
THE PEEBLES AND THOMPSON SCHOOL 
BOARDING AND DAY SCHOOL FOR GIRLS. 
80. 32, 34 EAST 57TH STREET. 
Opens October Sth. Kindergarten, Primary, 
paratery, and Academic Departments. Separate 
courte for college preparation. Special students 


aimitted. 
formerly Pratt Institute, 
Heffley School, Department sf Commerce 
229 Ryerson St., Bookkeeping, Stenography, 
BROOKLYN. Typewriting, Languages, 
New York Branch, Regents, Civil Service. 
27 E. 4 44TH ST. Proofreading. Begin any "time, 


amé 
—ST MARYS SCHOOL. NEW YORK. 
Collegiate, 


Boarding and Day School for Girls. 
Preparatory, and Primary. 
Special Courses. 
Address SISTER SUPERIOR, 
6 and 8 East 46th St. 


BERKELEY SCHOOL, 


20 WEST 44TH ST. 
Head Master’s office hours to meet parents fron 
nine to eleven daily. 





HOW T9 GET STRONG, 


Reduce corpulency, cure dyspepsia. Wood's 
Gymnasium, 6 East 28th, St. Entrance, $5; 
monthly dues, $2. 

= 7 
Miss Eleanor Boesé 


THE RUEL SCHOOL FOR GIRLS. 
Limited number of resiee ty pupils. 
Reopens Oct. 5. 6 East 56th St, 


The Veltin Schoo! for Girls. 
FIRE-PROOF SCHOOL BUILDING. 
OCTOBER 5TH. 160-162 WEST 74TH ST, 
COLLEGE PREPARATION. 


MISSES WREAKS’ 
Girls. 


HE 
Graded School for 
tory class. 
Svecial students. 
Reopens Oct. 5. 12 


College preparae 


Resident pupils. Kindergarten, 
East Seventy-third Street. 


Ms CHISHOLM 
SCHOOL FOR GIRLS. 


College “Preparatory. /Specia! Resideng 
pupils. Wednesday, Oct. 5. 
15 East Sixty-fifth Street. XY, 


“Miss Walker’s School for Girls. S 

Miss Roberts, Principal. For particulars add 
Miss Walker or Miss Ro »berts, 148 MADISON AV, 
seer __va-onsipeguienenaienaiel 


(csessn SCHOOL “FOR GIRLS. 
Reopens Oct. 5. 32 W. 40th St. 
MISS DAY and MISS REED, Principals. _ 


F “RENC H TAUGHT BY SWISS-FRENCH LADY: 
experienced, successful teacher FREY, 
Amsterdam Av 


IN STRU CTION—MUSICAL. 


courses. 


VoiIc ES 

fection by finished pupil of the matchless Mare 
chesi of Paris; terms moderate. Address SINGs 
ING TEACHER, 230 West 50th St., or call & 
to 8. 


INSTRUCTION—DANCING. 


nA An aes Se Orr 


T GEORGE DODWORTH, 

12 and 14 East 49th Street. 

Classes and private lessons, 
eommencing Saturday, Oct. 22 


——o—errerr> 


o: 


nit: 
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Kindergarten +9 . 


+ 


* 
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BOARDERS WANTED. 


ST., 168 EAST. —Large, square room; run- 
_ ming water; bathroom adjoining; parlor dining- 
‘Toom; also table board. 


' MADISON AV., 605, Near 57th St.—Rooms and 
- board with refined French family, 
I 
Xe FUMAISMED KYUONS, 
SE EITC CC OOO Tee 
t @4TH ST., 115 WEST.—La rooms, nicely fur- 
i} nished; hot, cold water; private bath if desired; 
4 fi gentlemen. 
i 8S il 
"} ° DESIRABLE ROOM OR ROOMS, WITH ALL 
i -@onveniences, for one or two gentlemen; house 
side, near 98d St. L, Station and Central 
Address 8. E., Box 191 Times Office. 


— 


west 
. BUSINESS UPPORTUNITIES. 
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ANTED—A refined and educated gentleman 

with a few hundred qoilars to take an active 
interest in a splendid business where large prof- 
its are assured; references given and required. 
Address T. V., Box 101, Times Office. 


DISCHARGES FROM ALL DEBTS 
under new bankruptcy Jaw quickly obtained. O. 
A. MICHEL, 309 Broadway, Room 801. 


BEST QUALITY OF LEHIGH AND RED ASH 

Coal at iowest cash rates; yards, 32d St. and 
- 20th Avy., 54th St. and 10th Ay., 34th St. and 9th 
Av.; 87th St. and West End Av. THOMAS 


Bi) STOKES. 
i SIP LADIONS WANTED—FEMALES. 


; snereatiibtinasitientaenoashanana 
Chambermaids. 
CHAMBERMAID.—By young woman as cham- 
' bermaid; willing to assist with waiting; best 
city reference. W., Box 327, Times Up-town 
Office, 1,260 Broadway. 
CHAMBERMAID and 
tent; city references. 

O’Neil’s bell. 


————  --tOt—S 
CHAMBERMAID.—By a 
as chambermaid; first-class personal 
erences. McGrath, 167 ast 5SGth St. 
= oe rn ee eee 
Cooks. 
COOK.—As first-class cook; 
stands ali branches of cooking; 
ences from best families. 140 West 

first floor. 


th 

COOK and LAUNDRESS.—By respectable wo- 
man as good cook and laundress; soups and 
desserts: city references. 164 East 97th St. 
Ring Floss’s bell. 

COOK.—In private family by a first-class family 
cook; all kinds of meats, soups, game, an 
desserts; good baker; excellent references. G., 
Box 26, 1,242 Broadway. 

COOK.—By respectable young woman as 
lent cook in private family; best city reference. 
230 East 45th St., Smith's bell. 


ahs On Seu a rigllkes ng hatin 

COOK and LAUNDRESS.—By respectable woman 
@® cook and laundress in private family; no 
cards. 315 West &sth St. 


Understands all kinds soups, meats, en- 
personal city reference. 644 3d 


h 
| 


LAUNDRESS.—Compe- 
230 East 75th S&St., 


young girl 
city ref- 


competent 


thoroughly under- 
city refer- 
52d St., 








excel- 


- 





cook; has best city 


a competent 
present employer's, 


Can be seen at 
58th St 


, North of Ireland Protestant as cook; 


A wages: Al city reference; no _ postals 
‘ ered. Cail at 47 East 30th St. 
iK.—By Scotch woman as thorough cook; un- 


Gerstands al! kinds of cooking; economical; 
good references. 817 6th Av., second bell. 


500K, .—By a respectable woman as plain 
(@e0k, washer, and ironer; references. Jane, 
|.1,513 3d Av. 


—First-class; in private family; either city 
@P country; best reference. H. B., 1,242 Broad- 
-_ —_-—. —_-— 


COOK.—As good plain cook in a private family; 
a best-city references. 426 4th Av. 
}\) ©OOK.—By respectable woman as cook; first-class 
reference. 5 East 30th St.; no cards. 


reference. 240 East 37th St. 
— See tee Aitineaeee atte ous Gusnqeunte 
—By a North of Ireland Protestant. Shaw, 

216 West 36th St., third floor. 


i 
\ cor Competent; good baker; in small family; 
' 


the 
222 


woman to go out by 
Mrs. Wileman, 


DAY’S WORK.—By 
day; first-class reference. 
Bast 56th St. 


5 Dressmakers. 

DRESSMAKER.—As children’s 
the day, $1.50; city or country preferred. M. 
893 2d Av. 


DRESSMAKER.—Competent; recently a_ fitter; 
imported patterns; out by day. K. C., Box 24, 
1,242 Broadway. 

Governesses. 

WISITING GOVERNESS.—By North German lady 
having her morning hours disengaged; teaches 
English branches, German, rudiments of 
French; highest references. 1,242 
Broadway. 

—_—_—_———— — 

NURSERY GOVERNESS.— 
ery governess; teaches English, 
Man; references. A. K., 369 Central 


TEACHER.—By North German young lady for 
visiting engagement or single lessons for morn- 
ing hours; teaches English, German, French, 
and music; highest references; moderate terms. 
I. E., Box 777, 1,242 Broadway. 


dressmaker; by 
B., 





Literature, 


By experienced nurs- 
French, Ger- 
AV. 


Housekeepers. = 
HOUSEKEEPER.—By a middle-aged lady; per- 
fectly competent to take charge of refined home; 
small salary; references. A. L., Times Up- 
town Office, 1,269 Broadway. 








HOGUSEWORKER.—By young girl as housework- 
er in private family; good reference. 495 
9th Av. 


“Lady’s Maids _ 

@ADY’S MAID.—French; middle-aged dressmak- 

er; good hairdresser; go by week or month; in 

private famiiy; best reference. Jeanne, 1,269 
Broadway. 


LADY’S MAID.—By refined and educated young 
woman as lady’s maid; French and 
German; understands dressmaking; references. 
Sykora, 1,682 Avenue A. 

GADY’S MAID and SEAMSTRESS 
to traveling; best city reference. 

_Horean, 271 West SSth St. 


speaks 


Accustomed 
Care Mrs. 


LADY'S MAID and SEAMSTRESS.—German; 
understands her duties; good packer; best ref- 
erences; good traveling. B. T., 554 3d Av 

8 er lll nett Etna 

MAID and SEAMSTRESS.—By competent Ger- 
man Praia and seamstress; excellent dress- 
maker first-class references. 9 East 9th St. 


Laundresses. 
LAUNDRESS.—By competent laundress in pri- 
vate family; present employer can be seen; 
city or country; no chamber work; permanent. 
L. P., 1,269 Broadway. 


LAUNDRESS.—By a young woman as first-class 
laundress in private family; with good refer- 
ences*from last employer. L. M., Times Up- 
town Office, 1,269 Broadway. 


eee a 

LAUNDRBSS.—By 
class, laundress in private 
ence; no objection to assisting 
work. 189 East 64th St 

To oni ltl “ . 

LAUNDRESS.—By a competent girl as laundress 
in a private family; city references, M. a 
Box 166, 1,242 Broadway. 


LAUNDRESS. — First-class German laundress 
wants family wash home. 426 3d Av., first floor, 


woman as first- 
family; city refer- 
with chamber- 


proficient 





LAUNDRESS.—To do gentleman's washing and 
mending Mrs. Burley 3 East 32d St. 





Nurses. 

NURSE or COMPANION.—By thoroughly quali- 
fied American woman as nurse to invalid or 
companion to elderly lady; long and careful ex- 
perience; unquestionable reference. Mrs, J. 
Rose, 222 East 49th St. 


gent:eman; 
city references. 5S. 


NURSE.—To 
obliging: seven 
144 West 62d St. 


INURSE.—A lady wishes to place ‘er thoroughly 
experienced nurse who has lived in her employ 
for seven years. Apply at 48 East 64th St. 


willing and 
M., 


lady or 


years’ 


——— Potion 
< 


Se | re et 


eae 
INFANT’S NURSE.—By very competent woman 
to take full charge of infant from its birith: good 
city reference. 108 West 61st St., housekeeper’s 
bell, 


~ Seamstresses. | 

SEAMSTRESS and CHAMBERMAID.—By young 
girl who understands dressmaking, as seamstress 
and chambermaid in private family. Setterland, 
248 East 33d St. 

SEAMSTRESS.—By first-class seamstress: assist 
With chamberwork. Conlan, 1,697 Broadway 











Waitresses 
WAITRESS.—First-class; thoroughly 
understands salads, wines, &c.: best 
erence; Wages. *":' to S25. ™ R. B., 
Times Up-town Office, 1,269 Broadway. 


{WAITRBESS.—By a young woman as good wait- 
ress; willing to assist with chamberwork; good 
city reference. W., Box 327, Times Up-town 
Office, 1,269 Broadway. 


WAITRESS.—By a young woman as first-class 
waitress in private family; 18 months’ refer- 
ence from last employer. M. K., Times Up- 
town Office, 1,269 Broadway. 


WAITRESS or PARLORMAID.—By exporiencea 
English woman; or would go by day. A., Box 
311, Times Up-town Office, 1,269 Broadway. 


competent; 
city ref- 
Box 200 


WAITRESS.—By a young girl as first- 
waitress in private family; best 
ences. 496 4th Av. 


WAITRESS.—By a young woman as first-class 
waitress in private family; has very best city 
reference. Green, 523 West 5ist St. 


——— 

WAITRESS.—By Protestant girl: can fill butler’s 
place; wages, $22; reference. S. M., 530 
6th Avy. 


———— ——_—_—_ -—- —-—- -—_— — ————- — 
(WAITRESS.—By young woman; first-class, as 
Waitress in American family; best city refer- 
ence. 11 West 60th St. No cards. 


eens ene ene << al ie 
WAITRESS.—By girl as first-class waitress; best 
ty reference. 69 East 80th St. 


first-class 
city refer- 





Miscellaneous, 
LADIES WHO DESIRE TO HAVE THEIR 
- hair attended to at their own residences please 
Mrs. MILTON, 1,242 Broadway. 


ETARY.—By a lady as private secretary; 
> by day or hour; would read to, go about with, 
Go shopping for invalids; reterences given. 
tary, Box 321, Times Up-town Office, 1,269 
way. 


SITUATIONS WANTED—MALES. 
Butlers. 


[R.—With second man or rlormaid; city 
rex Cooper, 133 West St. 


SITUATIONS WANTED—MALES. 


Butlers. 


BUTLER.—By “butler where one or more other 
men or parlormaid are kept; thoroughly compe- 


tent young Englishman of much experience; 


bést New York City references; would prefer 
to go to’ Washington, D. C., for the season. 
Butler, Roselawn, Bellevue Av., Newport, R. I. 


BUTLER, VALET—CHAMBERMAID or PAR-- 


lormaid.—By reliable French Swiss couple ex- 
pertenans in general duties; good sewer; 35; no 

ily; excellent references. Bernaud, 1,242 
B dway. 7" 


BUTLER.—As butler with second man ,or par- 
lormaid; English; city reference; height, 5 feet 
gare de age, 32. Pearce, care Jacquion, 432 

Ve 


BUTLER.—French, sober, with four years’ ex- 
perience in first-class residence, wants a simi- 
lar situation: references Al in hand. J. B., 
1 West 29th St. 


BUTLER.—As butler; in private family; best 
city reference. R. W., Times Up-town Office, 
1,269 Broadway. : ’ 


iene aeaeennppenqen-o queen deh doansiniliiyitalpient ntasetapedinlediiiies 

BUTLER and VALET.—Thoroughly understands 
the duties of gentleman’s house; personal refer- 
ence. Butler, 527 6th Av. 


BUTLER.—English: where second man or parlor- 
maid is kept; age, 32; height, 5 feet 84% inches; 
best city references.. Butler, 177 Kast 73d St. 


BUTLER.—Gentleman wishes to obtain situa- 
tion for his butler, whom he can highly recom- 
mend. W. J. Hutchinson, 2 Wall St. 


class second man in private family. J. R., 530 


Cth Ay. 


Coachmen, 


COACHMAN.—As coachman in private family; 
with last employer 20 years, who does not re- 
guye service, as goes abroad; honest, sober, re- 
liable, and safe driver; thoroughly understands 
care cf horses; colored man. George Batten, 
care Willis’s livery and boarding stable, 231 
West 40th St. 

COACHMAN and USEFUL 
thoroughly understands horses, harness, 
riages, driving, milking, furnaces, house 
garden work; personal city reference. 
5 Morris St. 


COACHMAN.—Gentleman giving up horses de- 
sires situation for his coachman; married; no 
family; first-class man in every respect. Coach- 
man, 205 West End Av. 


COACHMAN or SECOND MAN.—Honest and 
sober; good driver; personal reference; four 
years with last employer. J. L., 9 East 52d St. 


Swiss; 
car- 
and 
John, 


MAN.—By 


Gardeners. 

GARDENER.—By a _ thoroughly competent and 
trustworthy. man;. Protestant; married; under- 
stands any. work required of him on a gentle- 
man’s place, which fourteen years’ reference 
will testify to. D., Box 216 Times Office. 


GARDENER and. FLORIST.—By competent 
man; sober and industrious. B., Box 380, Times 
Up-town Office, 1,269 Broadway. 
Useful Men. 

USEFUL MAN.—As useful man; thoroughly 
trustworthy, understands furnaces, pumps, 
machinery, braszes, housework; absolutely 
sober; highest recommendations, Powell, 1,269 
Broadway. 


— 





Miscellaneous. 

ATTENDANT, &c.—As attendant to invalid by 
thoroughiy competent man; age thirty elght; 
massage, manicure; Al references. W. K., 257 
West 42d St. 

JANITORS.—By working man and wife as 
jenitors; thoroughly competent; best of refer- 
ence; one or more houses; husband understands 
use of tools. D. D., 329 3d Av. 


POSITION WANTED BY YOUNG MAN, 28; 
highest city references; good rider. J. O., 
Mineola Stable. 44 West 62d St. 


HELP WANTED—FEMALES. 





WANTED—English Catholic woman as nursery 
governess, to take entire charre; must have 
best references and previous experience. Ad- 
dress J. G. A., P. O. Box 784 New Rochelle, 


WANTED—A competent waitress, to assist with 
chamberwork. Apply, Tuesday, between 10 and 
12 o'clock. at 74 Past 5Ath St. 


‘i HELP WANTED—MALES. 





AGENTS WANTED.—We want an agent in every 
town to secure subscribers to The Ladies’ 
Home Journal, to look after renewals and 
distribute advertising matter. We offer profit- 
able employment for the Winter, also special 
rewards for good work. $1,000 will be given to 
the agent sending the largest list up to April 
15 next; $500 to the next best worker, and so 
on—distributing $11,500 among 500 best agents 
the coming season. Good pay is assured every 
agent whether he or she. secures one of the 
extra awards or not, The Curtis Publishing Co., 
Philadelphia, Penn. 


WANTED—An experierced canvasser of good 
address for newspaper advertising; references 
pans: Address S. M., Box 101 Times Of- 
ce. 


WANTED—Useful man; able to assist waitress 
at table. If about twenty-two, call, with city 
reference 4 to 5 o'clock, 18 East S0th St. 


WANTED—Salesman to sell the Hannum pink- 
ing machine through the Western States. 28 
West 23d St. 


ee 
WANTED—One o-» two educated an4 refined gen- 
tlem+n to interview and write up prominent 
Sitiverns Call 408 150 Nagsau Street. 


- AUCTION SALES. 


PL eee eee 


S. De Walitearss, Auctioneer. 
OFFICE 171 BROADWAY. 


ASSIGNEES’ SALE 
of the Stock and Fixtures of 


THE JAMES HARRIS 
PAINT, OIL, AND VARNISH COMPANY. 
S. DE WALLTEARSS 
will sell at public auction on 
THURSDAY, NOV. 3, 1898, 
at 10:30 A. M., at 
NO. 210 STH AYV., 

THE STOCK OF PAINTS, COLORS, 
OILS, VARNISHES, WHITE LEAD, BRUSHES, 
Wall Papers, Oil Tanks, Scaffolding, Ladders, 
Pots, &c.; STORE AND OFFICE FIXTURES, 

SAFES. 
BY ORDER OF 
HUNTINGTON PAGE, ASSIGNEE OF 
Frank B. Vanderveer and Robert E. Lalor. 
CHARLES A. RUNK, Attorney for Assignee, 
31 Nassau St., New York City. 
SUMMONSES, 


— eee eee 


= 





NEW YORK SUPREME COURT—County of New 
York.—THE EMIGRANT INDUSTRIAL SAV- 
INGS BANK, plaintiff, against NORA ANNE 
ROOKE, Samuel W. Ehrich, Nellie Ehrich, Mary 
Bowne, and Charles Bowne, defendants. Sume- 
mons—Trial desired in the County of New York. 

To the above-named defendants: 

You are hereby summoned to answer the com- 
plaint in this action and to serve a copy of your 
answer on the plaintiff’s attorneys within twenty 
days after the service of this summons exclu- 
sive of the day of service, and in case of your 
failure to appear or answer, judgment wil] be 
taken against you by default for the relief de- 
manded in the complaint.—Dated New York, Sep- 
tember 1, 1898, R. & E. J. O'GORMAN, 

Plaintiff's Attorneys, 

Office and Post Office address, 49 and 51 Cham- 
bers Street, Borough of Manhattan, New 
York City. 

To Nora Anne Rooke and Nellie Ehrich, de- 
fendants: 

The foregoing summons is served upon you by 
publication pursuant to an order of Hon. Francis 
M. Scott, one of the Justices of the Supreme 
Court of the State of New York, dated the 26th 
day of September, 1898, and filed with the com- 
— in the office of the Clerk of the County of 

ew York, at the County Court House, in the 

Borough of Manhattan, in the City of New York. 

—Dated New York, September 26, 1898. 

R. & E. J. O'GORMAN. 
Attorneys for Plaintiff. 

Office and Post Office address, 49 and 51 Cham- 
bers Street, Borough of Manhattan, New 
York City. s27—law6wTu 

LEGAL NOTICES. 

STATE OF NEW YORK, COUNTY OF NEW 

York. ss.—We, the undersigned, STEPHEN 
J. GEOGHEGAN and Charles A. Geoghegan, as 
general partners, and Frederic 8S. Gillis, as spe- 
cial partner, being ail the members of a limited 
partnership this day formed at the City of New 
York, being desirous of continuing the use of the 
partnership name of. Gillis & Geoghegan, the 
s.me being the partnership name of a general 
partnership formed under the laws of the State of 
New York, of which the said Stephen J. Geoghe- 
gan was a member and which has been dissolved 
by the death of Charles J. Gillis, one of its 
members, and which is about to discontinue its 
business im consequence of such dissolution, do 
hereby declare, all the surviving members of 
such general partnership having consented in 
writing to the use of such firm name of Gillis & 
Geoghegan by said new limited partnership, that 
we intend to deal under such name of Gillis & 
Geoghegan, and have adopted the same as the 
firm name of the above-mentioned new limited 
partnership, and that our respective places of 
residence are as follows: . A 
STEPHEN J. GBOGHEGAN, No. 20 East Seven- 

ty-third Street, in the City, County, and 
State of New York. 

CHARLES A. GEOGHEGAN, No. 226 Central 
Park West, in the City, County, and State of 
New York. 

FREDERIC 8. GILLIS, No. 
fourth Street, in the City, 
of New York. 

In witness whereof, we have hereunto respect- 
ively set our hands and seals at the City of New 
York, this 31st day of October, one thousand 
eight hundred and ninety-eight. 

[10c. Internal Revenue Stamp.] 

STEPHEN J. GEOGHEGAN, 


- CHARLES A. GEOGHEGAN, 
FREDERIC S. GILLIS. 
State of New York, County of New York, ss.: 

On this 31st day of October, 1898, before me 
personally came Stephen J. Geoghegan, Charles A. 
Geoghegan, and Frederic 8. Gillis, to me known 
and known to me to be the persons described in 
and who executed the foregoing instrument, and 
severally acknowledged that they executed the 


same. 
[Seal.] JOHN F. DBVLIN, 
Notary Public, N. Y. 


State of New York, Office of the Secretary of 
State, ss.: 
THIS CERTIFICATE, ISSUED IN DUPLI- 
cate, hereby certifies that 
THE COMPRESSED AIR POWER COMPANY, 
a domestic stock corporation, has filed in this office 
on this twenty-ninth day of October, 1898, papers 
for a voluntary dissolution of such corporation 
under Section 57 of the stock corporation law. 
and that it appears therefrom that such corpora- 
tion ee with said section in order to be 
dissolved. 
itness my hand.and the,seal of office of the 
Secretary of State, at 4 of Albany, this 
twenty-ninth day of Oct * ae rene eight 
hundred and ninety-eight. JNO. PALMER, 
{Seal.] _ . Beeretary of State. 
nl-lew2wT® 


128 East Twenty- 
County, and State 


ve LEGAL NOTICES. 


. ~~ oe me - 
ak Sg Fn. ee YORK, “Gageheg oF vas 

, 8s.—We, ephen.J. \egan, arles 
_A. Geoghegan, and PeAoric 8 Giits, whose 
names are severally unders:gned, being desirous 
of forming a Mmited partnership, pursuant td 
the laws of the State of New. York, do make, 
een, "O04 acknowledge the flowing certificate; 
o-wit: ye oe 

First—The name or firm” under which such 
partnership is. to be conducted is ‘‘Gillis & 
Geoghegan,’’ and the county wherein the princi- 
pal plece-of business .is--te- be located is the 
County of New. York. a : Me <a 
. Secand—The general nature of. the business. in- 
; tended to be transacted by..such partnership is 
Sed erastactere and aale 3 steam, heating ane 

ng and hot water heatin 1 _yentiiatin 
apparatus and machinery one other spparatus 
end machinery for steam power appliances and 
other purposes. . 

Third—The names of all the general and &pe- 
cial partners interested in sa!d partnership and 
business are Stephen J. Geoghegan, Charles A. 
Geoghegan, and -Frederic S. Gillis, all_of whom 
are,of full age, “the said Stephen J. Geoghegan 
being a. general-partner, and his place of resi- 
dence being No. 20 East Seventy-third, Street, in 
the City, County, and State of New .York; the 
said Charles A. Geoghegan being also_a general 
partner, and his place of residence ing No. 
226 Central Park West in the City, County, and 
State of New York, and the said Frederic s. 
Gillis being a special partner, and his place of 
residence béing No. 128 “East Tweénty-fourth 
——- in the’ City, County, and State of New 

Fourth—The amount of capital which the-said 
Frederic S. Gillis, the said special partner, has 
contributed to the common stock of- the said 
partnership is the sum of fifty thousand dollars 
($50,000) in cash. 

Fifth—The time at which the said partner- 
ship is to begin is the Ist day of November, in 
the year one thousand eight hundred and ninety- 
eight, and the time at which the said partner- 
ship is to end is the 28th day of February, in 
the year one thousand nine hundred and nine. 

In witness whereof we have hereunto set our 
hands this 3lst day of October, in the year one 
thousand eight hundred and ninety-eight. 

[10c. Internal Revenue stamp. ] 

STEPHEN J. GEOGHEGAN, 

CHARLES .A. GEOGHEGAN, 

FREDERIC S. GILLIS. 
State of New York, County of New York, ss.: 

On this 31st day of October, 1898, before me 
personally came Stephen J. Geoghegan, Charles 
A. Geoghegan, and Frederic S. Gill's, to me 
known and known to me to be the same persons 
described in, and who executed the foregoing 
certificate, and severally acknowledged to me 
that they executed the same. 

JOHN. F. DEVLIN. 
State of New York, County. of New York, ss.: 

STEPHEN J. GEOGHEGAN, being first. duly 
sworn, deposes and says that he is one of the 
general partners in the new limited partnership 
firm of Gillis & Geoghegan, named in the fore- 
going certificate, and that the sum of fifty thou- 
sand dollars ($50,000) specified in the said cer- 
tificate to have been contributed to the common 
stock of said firm by Frederic S; Gillis; the ‘spe- 
cial partner in said firm therein named, as 
capital, has been actually and in good faith paid 
in cash by said special partner to said firm. 

STEPHEN J. GEOGHEGAN. 

Sworn to before me this 3lst day of October, 

1898. JOHN F. DEVLIN, 
Notary Public, N. Y. Co. 


—_—_—_——K—_—_—S_a—aJ—a_la—__l_l_l___"=3 
SURROGATE NOTICES. 


nee —_ 


BURT,. HANNAH.—The. people. of- the State of 

New York by. the grace of God free and indepen- 
dent, to Grinnell Burt. Thomas Burt, Many Herrick, 
Abbie Leggett, Elizabeth Burt, Gertrude H. Ab- 
bey, Maud B. Denmire, Howard Burt, Frank 
Burt, Charjes Burt, Harry Burt, Mary Burt, 
Thomas E.” Benedict, Gilbert H. Benedict, d.ouis 
R. Benedict, Eliza B. Hornby, Fanny H. Bene- 
dict, Almira Benedict, William W. Benedict, 
Frederick L. Benedict, Howard M. Benedict, Ma- 
bel Benedict, Lizzie Lamb, Clara Baird, Clarence 
E. Benedict, Harold Benedict, Grace Fowler, 
Margaret Morris, Jane Smith, John Burt, Hamil- 
ton M. Burt, Albert Burt, William Worth Burt, 
Myra Burt, Nora Burt, Mars or Morris Burt, the 
heirs and next of kin of HANNAH BURT, de- 
ceased, send greeting: 

Whereas, Grinnell Burt & Thomas Burt of War- 
wick, Orange County, New York, have lately ap- 
plied to the Surrogate’s Court of our County of 
New York, to have a certain instrument in writ- 
ing, relating to both real and personal property, 
duly proved as the last will and testament of 
Hannah Burt, late of the County of New York, 
deceased, ‘therefore you, and each of you, are 
cited to appear before the Surrogate of our 
County of New York, at his office in the County 
of New York, on the 18th day of November, one 
thousand eight hundred and ninety-eight, at 
half past ten o’clock in the forenoon of that day, 
then and there tu attend the probate of the said 
last will and testament. And such of you as are 
hereby cited as are under the age of twenty-one 
years, are required to appear by your guardian, 
if you have one, or if you have none, to appear 
and apply for one to be appointed, or, in the 
event of your neglect or failure to do so, a guar- 
dian will be appointed by the Surrogate to repre- 
sent and act for you in the proceeding. 

In testimony whereof we have caused the seal 
of the Surrogate’s-Court of the said .County of 
New York to be hereunto affixed. Witness Hon. 
Frank T. Fitzgerald, Surrogate of our said Count- 
ty of New York. at said County, the 23d day of 
September, in the year of our Lord one thous- 
and eight hundred ninety-eight. 

3.3 J. FAIRFAX McLAUGHLIN, 
Clerk of the Surrogate’s Court. 
JOHN J. BEATTIE, Attorney for Proponents, 

Warwick, N. Y. 
827-law6wTu&n9d 


. 
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DUNDON, JAMES.--In pursuance of an order of 

Hon. Frank T. Fitzgerald, a Surrogate of the 
City and County of New York, notice is hereby 
given to al) persons having claims against 
JAMES DUNDON, late of the City of New York, 
deceased, to present the same, with vouchers 
thereof, to the subscriber, at her place of trans- 
acting business, No. 280 Broadway, Room 53, in 
the City cf New York, on or before the Ist day 
of April next. 

Dated New York, the 24th day of September, 
1898. GRACE F. DUNDON, Administratrix. 
FRANCIS C. REED, Attorney for Administra- 

trix, 280 Broadway, City of New York. 
s27-law6mTu 


FLANAGAN, JAMES.—In pursuance of an order 
of Hon. John H. V. Arnold, a Surrogate of the 
City and County of New York, notice is hereby 
given to ail persons having claims against JAMES 
FLANAGAN, late of the City of New York, .de- 
ceased, to present the same, with vouchers there- 
of, to the subscribers at their place of transact- 
ing business, No. 58 William Street, Room 11, 
Borough of Manhattan, in the City of New 
York. on or before the 28th day of De- 
comber next.—Dated New York, the 23d day of 
June, 1898. WILLIAM L. FLANAGAN, GER- 
TRIDFE FLIZABETH SHANNON, LILLIAN T. 
DECHERT, DE WITT CLINTON FLANAGAN, 
Executors and Executrices. HURRY & DUT- 
TON, Attys. for Executors, 658 William 
Street, Borough of Manhattan, New York City. 
je28-law6mTu 
GROSS. RUDOLPH, or CARL RUDOLPH 
GROSS.—In pursuance of an order of Hon. John 
H. V. Arnold, a Surrogate of the County of New 
York, notice is hereby given to all persons hay- 
ing claims against RUDOLPH GROSS, also 
known as CARL RUDOLPH GROSS, late of the 
City of New York, deceased, to present the same 
with vouchers thereof to the subscriber, at her 
_ of transacting business, Room 201, No, 280 
roadway, Borough of Manhattan, in the City 
of New York, on or before the fifteenth Jay of 
April next.—Dated New York. the eighth day of 
October, 1898. EMMA E. GROSS, Executrix. 
QUINCY, WENDEL & ROBESON, Attorneys for 
Executrix, 280 Broadway, Borough of Mannattan, 
New York City. oll-law6mTu 


HARRIS, ROSE.—In pursuance of an order of 

Hon. Frank T. Fitzgerald, a Surrogate of the 
County of New York. noticeg@s hereby given to 
all persons having claims against ROSE HAR- 
RIS, late of the City of New York. deceased, to 
present the same with vouchers thereof to the 
subscriber, at her place of transacting business, 
No. 182 Nassau Street, Borough of Manhattan, 
in the City of New York, on or before the 10th 
day of April next.—Dated New York, the 3d day 
of October, 1898. MINNIE HARRIS, Adminis- 
tratrix. ENNEVER & TRAUTMANN, Attorneys 
for Adm’r’x.. 132 Nassau Street, Borough of 
Manhattan, New York City. o4-law6mTu 


HADDEN, LOUIS M.—The People of the State of 

New York, by the grace of God free and inde- 
pendent, to Stephen G. Patterson, Snow, Church 
and Company, and all creditors of the estate of 
Louis M. Hadden, deceased, whose place of resi- 
dence is unknown and cannot with due diligence 
be ascertained, and Bird S. Coler, Comptroller of 
the City of New York, send greeting: 

You and each of you are hereby cited and re- 
quired personally to be and appear before our 
Surrogate of the City and County of New York, 
at the Surrogate’s Court of said city and county, 
held at the County Court House in the City of 
New York, on the thirteenth day of December, 
1898, at half past ten o'clock in the forenoon of 
that day, then and there to show cause, if any 
there be, why letters of ancillary administration 
should not issue to Stephen G. Patterson, on the 
estate of LOUIS M. HADDEN. deceased, and 
such of you as are hereby cited, as are under 
the age of twenty-one yeurs, are required to ap- 
pear by your gvardian, if you have one, or if you 
have none, to appear and apply for one to be ap- 
pointed, or in the event of your neglect or failure 
to do so, a guardian will be appointed by the 
Surrogate to represent and act for you in the 
proceeding. 

In testimony whereof, we have caused the seal 
of the Surrogate’s Court of the said City 

{L, S.] and County. of New York to be hereunto 

affixed. Witness, Hon. John H. V. Arn- 
old, a Surrogate of our said city and county, at 
the City of New York. the 15th dav of October, in 
the year of our Lord one thousand eight hundred 
and ninety-eight. 
J. FAIRFAX McLAUGHLIN, 
Clerk of the Surrogate’s Court. 
CAMPBELL & HANCE, Attys. for Stephen G. 
Patterson, Petitioner, 220 Broadway, Borough 
of Manhattan, City of New York. 
018-law6wTu 
PR IERIE A ee ~ 
HAUSLING, KATHARINE.—In pursuance of an 
order of Hon. John H. V. Arnold, a Surrogate 
of the City and County of New York, notice is 
hereby given to all persons having claims aganist 
KATHARINE HAUSLING, late of the City of 
New York, Borough of Manhattan, deceased, to 
present the same, with vouchers thereof, to the 
subscriber, at his place of transacting business, 
No. 280 Broadway, Room 101, in the City of New 
York, Borough of Manhattan, on or before the 
2ith day of December _next.—Dated New York, 
the 20th day of June, 1898. FERDINAND HAUS- 
LING. Administrator, STRALEY, HASBROUCK 
& SCHLOEDER, Att’ys for Administrator, 280 
Broadway, N. Y. City. je21-law6mTu 
PALE EEE EE ener eee: 


KELLY, JANE.—In pursuance of an order of 

Hon. Frank T. Fitzgerald, a Surrogate of the 
County of New York, notice is hereby g:ven to 
all persons having claims against JANE KELLY, 
l-te of the Borough of Manhattan, City of New 
York, deceased, to present the same with vouch- 
ers thereof to the subscriber, at his piace of 
transacting business, No. 237 Broadway, in the 
Borough of Manhattan, City of New York, cn or 
before the seventeenth day of April next.—Dated 
New York, the 10th day of Jctober, *&2S. 

RICHARD B. KELLY, Administrator. 

e1l-law6mTu 
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SURROGATE NOTICES.~ 
aie a 
LINCKS, JACOB.-—-The le of the State of 
New York, by the grace of God free and inde- 
, to the Comptroller of the City of ‘New 
ork and all creditors or claim to be 
creditors of JACOB LINCKS, late of Hoboken,.N, 
J., dee » send greeting:.... ‘ : i daied 
You and each of you are pereby: cited and re- 
— personally to- be and. appear before opr 
urrogate of the City and unty of New York. 
at the Surrogates’ Court of said city and county 
held at the County Couft House in the City of 
New York, on the ninth day of December, 1898, at 
half-past ten o’clock in the forenoon of that day, 
then and there to show cause why ancillary let- 
ters testamentary on the estate said deceased 
should not be issued. to. Sophia Lincks, foreign 
executrix of said deceased, and such of you as are 
hereby cited as are urder the age of twenty-one 
years, are required to aopent by your guardian, if 
you have one, or if you have none, to appear and 
apply for one to be appointed, or in the event 
‘of your»neglect or failure to “do so; a guardian 


will be appointea by the Surrogate to represent. 


and act for you in the proceeding. 

‘In testimony whereof, we have caused the seal of 
the Surrogates’ Court of the said City 
{L. S.] and County of New York to be hereunto 
affixed. Witness, Hon. John H. V. Ar- 

nold, a Surrogate of cur said city and county, a 
the City of New York, the 13th day of October, 
in the year of vur Lord one thousand eight hun- 
dred and ninety-eight. . 
J. FAIRFAX McLAUGHLIN,... 

Clerk of the Surrogate’s Court, 


“JAMBS W. McELHINNEY, Atty. for Petitioner, . 


132 Nassau Street, N. Y. City. 025-law6wTu 


PATTERSON, GEORGE W.—in pursuance of an 
order of Hon. John H. V. Arnold, a Surrogate 
of the City and-County of New -York, notice is 
hereby given to all persons having claims against 
George W. Patterson, late of Coytesville, Ber- 
gen County, New Jersey, deceased, to present 
the same with vouchers thereof to the subscrib- 
ers, at their place of transacting business, No. 
156 Brceacway, in the City of New York, on or 
before the 29th day of November, 1898, next.— 
Dated New York, the 23d day of May, 1898, 
JOHN McMAHON, ANDREW McDERMOTT, 
Executors. ALFRED ROE, Attorney for Execu- 
tors, 156 Broadway, N. Y. City. 
my24-law6mTu 


RALSTON, ALEXANDER.—In pursuance of an 

order of Hon. Frank T. Fitzgerald, a Surrogate 
of the City ani County of New York, notice is 
hereby given to all persons having claims 
against ALEXANDER RALSTON, late of the 
City of New York, deceased, to present the 
same with vouchers thereof to the subscriber at 
the office of Mark D. Wilber, his attorney, No. 
61 Park Row, in the City of New York, on or 
before the 8th day of December next.— 
Dated new York, May 28th, 1898. CHARLES 
SPRAGUE, Executor. MARK D. WILBER, At- 
torney for Executor, No. 61 Park Row, New 
York Citv. my31-law6mTu 


RICE, JAMES 8.—The People of the State of New 

York, by the grace of God free and indepen- 
dent, to Gladiator Bicycle Company; John Shaf- 
ran, James Silver, and John Doe, composing firm 
of Shafran, Silver and Company, the first names 
John and James, and John Doe being fictitious, 
the same being unknown to the executrix; Her- 
kimer Manufacturing Company; Herrmann Cham- 
ber Suit Furniture Company; Herrmann Bureau 
Company; Herrmarn Desk Company; and Herr- 
mann Furniture and Plumbers’ Cabinet Works; 
Peerless Bedding Company; Leo J. Rice: Charies 
Brothers; Charles B. Conran and George H. Lary, 
composing firm of Conran and Lary; John Del- 
tour; John Early; John Healy, Joel L. Jsuacs 
and Adolph Prince, the name Adolph being. fic- 
titious, the same being unknown to the execu- 
trix, and composing the firm of J. Healy and 
Company; Harry C. Wilson, receiver of J. W. 
Mason and Company; Isaac Rothfeld; Thomas 
Stokes; Cornelius F. Sheehan; Joseph A. Rooney, 
as administrator, etc., of Ann Rooney, deceased; 
Annie Rice; William H. Robinson; Eagle Bed- 
stead Works, and to all persons interested in 
the estate of JAMES S. RICE, late of the City 
of New York, deceased as ereditors, legatees, 
next of kin or otherwise, send greeting: 

You and each of you are hereby cited and. re- 
quired personally to be and appear before our 
Surrogate of the City and County. of New York, 
at the Surrogate’s Court of said chy and county, 
held at the County Court House iy the City of 
New York, on the eleventh day of November, 
1898, at half past ten o'clock in the ‘f*renoon of 
that day, then and there to attend a judicial set- 
tlement of the account of proceedings of Sarah 
A. Rice. as executrix of the last will and testa- 
ment of said deceased, and such of you as are 
hereby cited as are under the age of twenty- 
one years are required to appear fy your guar- 
dian, if you have one, or if you have none, to 
appear and apply for one to be appointed, or in 
the event cf your failure or neglect to do so, a 
guardian wil) be appointed by the Surrogate to 
represeut and act for you in the proceeding. 

In testimony whereof we have caused the seal 
of said Surrogate’s Court of said City 
and County of New York to be hereunto 
affixed. Witness, Hon. Frank T. Fitz- 
gerald, a Surrogate of our city and coun- 
ty, at the City of New York, the twenty- 
first day of September, in the year of our Lord 
one thousand eight hundred and ninety-eigit. 

J. FAIRFAX McLAUGHLIN, 

Clerk of the Surrogate’s Court. 


{L. 8.] 


827-law6wTu 
RICHMOND, DEAN W.—In pursuance of an 
erder of Hon. John H. V. Arnold. a Surrogate 
of the City and County of New York, notice is 
hereby given to all persons having claims against 
DEAN W. RICHMOND, late of the City of New 
York, deceased, to present the same, with vouch- 
ers thereof, to the subscriber, at her place of 
transacting business, being the office of Bissell, 
Carey & Cooke, No 558 Ellicott Square, in the 
City of Buffalo, New York, on or before the 
22d day of November next.—Dated New York, 
the 9th day ot May, 1898. CAROLINE RICH- 
MOND, Administratrix. May10-law6mTu&N9 
; oe 


SANTOS, ALEXANDER.—In pursuance of an or- 

der of Hon. John H. V. Arnold, a Surrogate of 
the City and County of New York, notice is here- 
by given to all persons having ¢laims inst 
ALEXANDER SANTOS, late of thé City of New 
York, deceased, to present the’ same, with vouch- 
ers thereof, to the subscriber, at her place of 
transacting business, No. 346 Broadway, in the 
Borough of Manhattan, City of New York, on.or 
before the 27th day of April next.—Dated New 
York, the 22d day of October, 1898. MARY O. 
SANTOS, Administratrix. GEORGE A. VIEH- 
MANN, Esq., Attorney for Administratrix, 346 
Broadway; Borough of Manhattan. '025-law6mTu 


STOREY, MARY ANN.—In pursuance of an or- 

der of Hon. Frank T. Fitzgerald, a Surrogate 
of the County of New York, notice is hereby 
given to all persons having claims against MARY 
ANN STOREY, late of the City of New York, 
deceased, to present the same, with vouchers 
thereof, to the subscriter, at his place of trans- 
acting bisiness, No. 52 Broadway, in the City 
of New York, on or before the third day of De- 
cember next.—Dated New York the 28th day of 
May, 1828. ROBERT KELLY PRENTICE, Ex- 
ecutor. my31-law6mTu 


THOMPSON, LUCAS.—In pursuance of an or- 
der of Hon. John H. V. Arnold, a Surrogate 
of the County of New York, notice is hereby 
given to all persons having claims against 
LUCAS THOMPSON, late of the City of New 
York, deceased, to present the same with vouch- 
ers thereof to the subscriber, at his place of 
transacting business, No. 40 Lispenard Street, in 
the City of New York, on or before the tenth day 
of May next.--Dated New ¥ork, the 28th day of 
October, 1898. ARCHER EMILE THOMPSON, 
Executor, nol-law6mTu 


THOMPSON, EMILY E.—5n pursuance of an 

order of Hon. Frank T. Fitzgerald, a Surrogate 
of the City and County of New York, notice fs 
hereby given to all persons havi claims against 
EMILY E. THOMPSON, late of the City of New 
York, deceased, to present the same, with vouch- 
ers thereof, to the subscriber,.at his place of 
transacting business, at the law. office of Jacob 
§. Van Wyck. No. 120 Broadway, in tae City of 
New York, on or before the 15th day of Novem- 
ber next.—Dated New York, the 8th day of May, 
1898. EDWARD A. THOMPSON, Exccutor. 
JACOB S. VAN WYCK, Attorney for Executor, 
120 Broadway, New York City. 


WARDEN, JACOB S.—In pursuance of an order 
of Hon. Frank T. Fitzgerald, a Surrogate of 
the City and County of New. York, notice is 
hereby given to all persons haviig claims against 
JACOB S. WARDEN, late of the City of New 
York, deceased, to present the same, with vouch- 
ers thereof, to the subscribers at their place of 
transacting business at the office ef Blandy, 
Mooney & Shipman, No. 15 Wall Street, in the 
Borough of Manhattan, City of New York, on or 
before the twenty-first day of March mext.—Dated 
New York, September 16th, 1898. GEORGE 
WARDEN, ROBERT WARDEN, Executors. 
BLANDY, MOONEY & SHIPMAN, Attorneys 
for Executors, 15 Wall Street, New York City. 
s20-law6mtu 


REFEREES’ NOTICES. 


RPA OREO LALLA PPI IA 


SUPREME COURT, COUNTY OF NEW YORK.— 

JOHN A, STEWART, Charles H. Marshall, and 
John Crosby Brown, as Trustees of the Liverpool 
and London and Globe Insurance Company in 
New York, plaintiffs, against CHARLES E. 
RUNK and others, defendants. 

In pursuance of a judgment of foreclosure and 
snie, duly made and entered in the above-entitled 
action, and bearing date the 21st day of October, 
1898, I, the undersigned, the referee in said judg- 
ment named, wil] sell at public auction, at the 
New York Real Estate Salesroom, No. 111 Broad- 
way, in the Borough of Manhattan, City of New 
York, on the 28d day of November, 1898, at 12 
o’clock noon on that day, by William Kennelly, 
auctioneer, the premises directed by said judg- 
ment to be sold, and therein described as follows: 

All that certain lot, piece, or parcel of land, 
with the building an improvements thereon 
erected, situate, lying. and being in the Twelfth 
Ward of the City of New York, in Section seven, 
in Block 2,058 on the Land Map thereof, and 
bounded and described as follows: 

Beginning at the corner formed by the intersec- 
tion of the easterly side of St. Nicholas Place 
with the southerly side of One Hundred and 
Fiftieth Street; running thence easterly along 
said side of One Hundred and Fiftieth Street, one 
hundred feet; thence southerly and parallel with 
said St. Nicholas Place, seventy-four feet and 
eleven inches; thence. westerly and parallel with 
said One Hundred and Fiftieth Street one hundred 
feet to said St. Nicholas Place; abence northerly 
along said St. Nicholas Place seventy-four feet 
and eleven inches to the point or place of begin- 
ning.—Dated New York, October Bist, 1898. 

NORMAN T. M. MELLISS, Referee. 
PHILBIN & BEEKMAN, Attorneys for Plaint- 
iffs, 111 Broadway, Borough of Manhattan, 
New York City. 
The following is a diagram of the property to be 


150th St. 
+= 
\ 
\ 


\ 


<7 
— 


\ 


\ 


?. 


. Nicholas P!. 


The approximate amount of the lien or charge 
to satisfy which the above-described property is 
to be sold, is $50,306.06, with imterest thereon 
from the 20th day of October, 1898, together 
with the costs and allowance amounting to 
$415.36, with interest from October 2ist, 1898, 
together with the expenses of the sale. The ap- 
proximate amount of the. taxes,. assessments, and 
water rents, which are to be; allowed to the 
purchaser out of the purchase money, or paid by 
the referee, is $1,687.23 and interest,—Dated New 
York, October 31. 1898. 

NORMAN T. M. MBLLISS, Referee. 
nl-2awTu&F&n23 yi 
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REFEREES’ NOTICES. 


SUPREME COURT, COUNTY OF NEW YORK.— 

JACC3 ROM G, -plaintiff, . a: st SAMUEL 
W. RICHARDS and others, defendants. 

In pursuance of a judgment of foreclosure and 
sale, duly made and entered in the above-entitled 
action, bearing date the 25th day of October, 
1898; I,: the undersigned, the’ referee in said 
judgment, hamed, will sell'at public auction, at 
the New York Real Estate Salesroom, -No. “111 
Broadway, ‘in ‘the City of «ew York.: Borough of 
Manhattan; ~-on: the 22d day of. November, 1898, 
at’ twelve o’clock noon on that day, by PHILIP 
A. SMYTH; Esq.,. auctioneer, the premises. di- 
rected by said. judgment. to be sold, and therein 
described as follows: ; ; ’ 

All that certain plot. piece or parcel of land, 
with the buildings and improvements thereon 
erected, situate, lying and being at Kingsbridge, 
in the Twenty-fourth Ward of the City of New 
York, which, taken together, is bounded and de- 
scribed as follows, to wit: ~ ~ '. 

’ Commencing at a point in the westerly line of 
Church Street, sometimes called Kingsbridge Ave- 
nue, distant thirty-seven (37) feet northerly from 
the northerly line of Jand conveyed by Albert B. 
'Putnam and wife to William Berrien, by deed 
dated the nineteenth day of May, 1883; thence 
-running westerly,.and parallel with said northerly 
line of land sold by said Putnam to said, Berrien, 
and continuing through to Water or Ackerman 
Street, two, hundred and twenty-seven (227) feet, 
more or less, to said Water or Ackerman Street; 
thence northerly, and along said Water or Acker- 
man Street, forty-eight (48) feet; thence easterly, 
two hundred and twenty-five (225) feet, more or 
less, to Church Street; thence southerly, aiong 
said Church Street, forty-eight (48) feet; to the 
point or place of beginning. 

ew York, October 28th, 1898. - 
ee THOMAS B. ODBELL, 
Referee. 
LACHMAN, MORGENTHAU & GOLDSMITH, 
Attorneys for Plaintiff, 
No. 35 Nassau Street, 
New York City, 
Borough of Manhattan. 

The following is a diagram of the premises re- 

ferred to in the foregoing notice of sale: 
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Ackerman Street, formerly Water Street. 
Kingsbridge Avenue, 


Varian Street. 


The approximate amount of the lien or charge, 
to satisfy which the above-described property is 
to be sold, is $10,576.99, with interest thereon 
from the 21st day of October, 1898, together 
with costs and allowance, amounting to $628.04, 
with interest from the 28th day of October, 189%, 
together with the expenses of sale. The approxi- 
mate amount of taxes, assessments, and water 
rates is $49.22, with interest, such amount to be 
allowed to the purchaser out of the purchase 
money, or paid by the Referee. . 

THOMAS B. ODELL, 
Referee. 


SUPREME COURT, COUNTY OF NEW YORK, 

—ISRAEL M. SCHLOSS, plaintiff, against LEO- 
POLD ROSENTHAL and others, defendants, 

In pursuance of a judgment of foreclosure and 
sale, duly made and entered in the above-entitled 
action, and bearing date the 24th day of Octo- 
ber, 1898, I, the undersigned, the Referee in said 
judgment named, wil! sell at public auction, at 
the Exchange Salesrooms, No. 111 Broadway, in 
the Borough of Manhattan, City of New York, 
on the 16th day of November, 1898, at. 12 o’ clock 
noon on that day, by Peter F. Meyer & Co., auc- 
tioneers, the premises directed by said judgment 
to ve sold, and therein described as follows: 

All that certain lot, piece, or parcel of land, 
with the building thereon erected, situate, lying, 
and being on the northerly side of Twenty-fourth 
Street, in the City of New York, and bounded 
and described as follows, to wit: Beginning at a 
point on the northerly side of Twenty-fourth 
Street distant one hundred and twenty-five feet 
westerly from the northwesterly corner of Twen- 
ty-fourth Street and First Avenue; thence run- 
ning northerly and parallel with First Avenue 
ninety-eight feet nine inches; running thence 
westerly and parallel with Twenty-fourth Street 
twentv-five feet; thence southerly again parallel 
with First Avenue ninety-eight feet nine inches 
to the northerly side of Twenty-fourth Street; 
and thence easterly along the northerly side of 
Twenty-fourth Street twenty-five feet to the point 
or place of beginning 

Dated New York, October 24th, 1898. 

WILLIAM E. STILLINGS, Referee. 
PETER ZUCKER, Attorney for Plaintiff, Office 
and Post Office address 309 Broadway, Bor- 
ough of Manhattan, New York City. 

The following is a diagram of the property to 

be sold; its street number is 341 East 24th St. 


East 25th Street. 
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The approximate amount of the lien or charge, 
to satisfy which the above-described property is 
to be sold, is $10,256.95, with interest thereon” 
from the 17th day of October, 1898, together with 
costs and allowance ‘amounting to $329.45, to- 
gether with the expenses of the sale. The ap- 
proximate amount of the taxes, assessments, and 
water rates, or other.liens to be allowed to. the 
purchaser out. of the purchase money, or paid by 
the referee, is $834.59, and interest. 

Dated New York, 17th day of October, 1898. 
> WILLIAM K. STILLINGS, Referee. 
025-2aw3wTu&F&n16 : 
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PUBLIC NOTICES. 


NOTICE TO TAXPAYERS, 

DEPARTMENT OF FINANCE, BURBAU FOR 
‘THE COLLECTION OF TAXDBS, No. 57 Cham- 
bers Street, (Stewart Building,) New York, No- 
vember 1, 1898. 

NOTICE IS. HEREBY GIVEN to all persons 
whose taxes in the Boroughs of Manhattan and 
The Bronx for the year 1898 remain unpaid on 
the first day of November of said year that unless 
the sume shall be paid to the receiver of Taxes 
at his offices, No. 57 Chambers Street, in the 
Borough of Manhattan, and at 3d Avenue and 
17ith Street, in the Borough of The Bronx, re- 
spectively, on or before the lst day of December 
of said year, he will charge, receive, and collect 
upon such taxes so remaining unpaid on that 
day, in addition to the amount of such taxes, 
one percentum on the amount thereof, as provid- 
ed by Section 916 of the Greater New York Char- 
ter, (Chapter 378, Laws of 1897.) 

DAVID E, AUSTEN, Receiver of Taxes. 





GUIDE—SHIPYPING,. 


WHITE STAR LINE. 


NEW YORK—QUEENSTOWN—LIVERPOOL, 
Britannic, Nov, 2, Noon) Teutonic, Noy,. 30, Neon 
Cymriec, Nov. 9, Noon| Britannic, Dec. 7, Noon 
Majestic, Nov. 16, Noon| Majestic, Dec. 13, Noon 
Germanic, Nov. 23, NoonjCymric, Dec. 14, 3 P.M. 

Saloon rates on Cymric, $50 up; Germanic, 
Britannic, $60 up; Majestic, Teutonic, $75 up. 
Second Cabin, $42.50 upward; Third Class on 
Cymric, Germanic, and Britannic, $25.50; on Ma- 
jestic and Teutonic, $27.00. Revenue tax additional. 

For passage, freight, and general information 
apply to WHITE STAR LINE, 
Pier 45 North River. Office, 9 Broadway, N. Y. 

To 


Winter Cruise re Orient. 


BY THE TWIN-SCREW EXPRESS 


S. S. AUGUSTE VICTORIA 


OF TITE HAMBURG-AMERICAN LINE. 
Leaving New. York Jan. 26, 1899, for Madeira, 
Gibraltar, Algiers, Genoa,. Villefranche, (Nice,) 
Syracuse, Malta, A‘texandria, (Cairo and Pyra- 
mids,) Jaffa, (Jerusalem and Dead Sea,) Smyrna. 
Constantinople, Athens, Palermo, Naples. Genoa, 
and return to New York. Duration, €9 days; 
rates, $450 and upward. All appointments strict- 
ly first-class. 

Hamburg-American Line, 37 Broadway N.Y 


CUNARD LINE. 


TO LIVERPOOL VIA QUEENSTOWN. 
From Pier 40 N. R., foot of-Clarkson St. 
Etruria, Nov. 5,. 10 AM|Lucania, Nov. 26, 1 PM 
Campania, Nov.12, 1 PM/Etruria, Dec. 3. 9 AM 
Umbria, Nov. 19, 10 AM!Camnania, Dec. 10 Noon 
VERNON H. BROWN & CO,, Gen.Agxenis, 
4 BOWLING GREEN. NFI YORK. 





TRAVELERS’ 


COOK'S NILE STEAMERS. 
CATRO—LUXOR—FIRST CATARACT. 
Rameses ......- Nov. 29/Rameses 20 
Rameses III....Dec. 13)Rameses the Gt.Dec. 27 
connecting with Cook’s steamers for the Second 
Cataract. Weekly sailings thereafter. Dahabeahs 
and special steamers for private parties. THOS. 

COOK & SON, 261 and 1,225 Broadway, N. Y. 


JAPAN-CHINA. | 


PACIFIC MAIL S. 8. CO. 
OCCIDENTAL AND ORIENTAL 8S. S. CO. 
Between San Francisco, Shanghai, Yokohama, 
and Hongkong: 

Steamers leave San Francisco. 

CITY RIO JANEIRO, via Honolulu 
BELGIC, via Honolulu.... 
COPTIC. via. Honolulu 
PEKING, via_ Honolulu. é . 
GAELIC, via Honglulu.. Dec. 24, 1 P. M. 
For freight, passage, and general information 
apply at 249 Broadway or 1 Battevy Place, Wash- 
ington Building. and 287 Broadway. 


15, 1.P. M. 


CANADIAN PACIFIC RAILWAY. 
Intended steamship sailings from Vancouver. 


JAPAN, CHINA, and PHILIPPINE ISLANDS 


EMPRESS OF JAPAN..Nove 7, Jan. 30, Apl. 17 
EMPRESS OF CHINA....Dec. 5, Feb. 27, May 8 
EMPRESS OF INDIA...Jan. 2, Moh. 27, May 29 


HAWAIIAN ISLANDS, Fiji, New Zealand, 


and Australia. 
AORANGI......Nov. 17;/MIOWERA 
For rates apply 363 Broadway and 65 Wall St. 


‘NORTH GERMAN 


_SOUTH PLAINFIELD, BOUND BROOK, and 


TRAVELERS’ GUIDE—SHIPPING. 


LLOYD 


FAST EXPRESS SERVICE, 
SOUTHAMPTON, LONDON, BREMEN. 
K.Friedri’h, Nov.1.10 AM,Trave,'lu.,Nov.22,10 AM 


‘Baale, Sat., Nov.5.10 AM/K.Fried’h,Nov.29,10 AM 


Lahn, Tu., Nov.8, 10 AMIiLahn, Tu., Dec, 6,10 AM 


KaiserWm,DerGrosse,Tu.,Nov.1 
TWIN SCREW PASSENGER 
SOUTHAMPTON, LONDON, BREMEN 
H. H. Meier....... Thursday, Nov. 17, noon 
Barbarossa «eeseeee- Thursday, Nov. 24, noon 
OELRICHS & CO., 2 BOWLING GREEN. 


GERMAN MEDITERRANEAN SERVICE, 


tNORTH-GERMAN | *HAMBURG-AMER- 
LLOYD ICAN LINE. 


Express steamers from New York 

to Gibraltar, Naples, and Genoa. 
*A. Victoria, Nov.5,11 AM/|fAller...Nov. 26, 11 
+Ka. W.H.;Nov.12,11-AM|fEms.....Dee. 8, 11 
*F. Bismar’k,N.19,11 AM'*A. Victoria,De.10,11 
—- steamers for Alexandria, Egypt, in Jan. 
Feb. 

Return tickets available for the steamers of 
either line from Naples, Genoa, Gibraltar, Ham- 
burg, Bremen, London, Southampton, Paris, and 
ek : 

North German Lloyd, |Hamburg Amer- 
Oelrichs & Co.,Agents, enn Line; 

2 Bowling Gr.. N. Y. i137 Broadway.N.¥ 


HAMBURG: AMERICAN LINE. 


Twin Screw Express Steamers during Winter 
on German Mediterranean Service. Service to 
Peris, London. Hamburg resumed in March. 
Twin Screw Service, N. Y._Hamburg Direct 
Brasilia, Nov. 5. 9 AM,?retoria, Nov. 19, # AM 
Palatia, Nov. 12, 2:30 PM! Patria, Nov. 26, 2:30 P 
HAMBURG-AMERICAN LIND, 87 Broadway.N. ¥. 


AMERICAN LINE. 
FAST EXPRESS SERVICE. 
NEW YORK—SOUTHAMPTON—LONDON. 
Sailing Wednesdays at 10 A. M. 
Nov. 16/St. Louis.........Dec: 7 


.-+.+-Nov. 23\Paris 
Nov. 80’/St. Paul.. 


RED STAR LINE. 


NEW 'YORK—ANTWERP. 

Every Wednesday at 12 noon, 
Noordland Nov, 2/*Southwark ....Nov. 16 
Friesland .....Nov. 9)Westernland....Nov.. 23 

*These steamers carry only Second and Third- 
class passengers at low rates, 
INTERNATIONAL, NAVIGATION COMPANY, 
Piers 14 and 15 N. R. Office, 6 Bowling Green, 


ATLANTIC TRANSPORT LINE. 
NEW YORK-—LONDON, —-— 
MARQUETTE. ....-2+eeee++e++++:NOVEMBER 5 
MENOMINEE.... «seeeeeeNOVEMBER 12 
MESABA......e.eeeeeceeeeeesses NOVEMBER = 19 
-....NOVEMBER 26 
ALL NEW 


AM 
AM 
AM 
and 


STEAMERS. LUXURIOUSLY 

FITTED WITH EVERY MODERN CONVEN- 

IENCE. ALL STATEROOMS LOCATED. AMID- 

SHIPS ON 'IPPER DECKS. ° 
STEAMERS SAIL FROM PIER 39 NORTH 

RIVER, FOOT OF WEST HOUSTON ST., AND 

LAND PASSENGERS IN LONDON PROPER. 
APPLY 1 BROADWAY. 


CLYDE LINE. 
CHARLESTON. S. C., & JACKSONVILLE, FLA, 
The tourist route to all Southern Winter Resorts, 

Nassan and Cuba. 

Steamers leave Pier 29, East River, 3 P. M. 
PERSOMAIUSIG bocce cbbe oe 04s Wednesday, Nov. 2 
SEMINOLE Friday, Nov. 4 
IROQUOIS Monday, Nov. 7 
CHEROKEB Wednesday, Nov. 9 

For freight and passage rates and general in- 
farmation.apply te WM. P..CLYDE & CO., Gen. 
Agents. 5,.Bowling Green, New. York. 

Gt. S’th'n Freight & Pass. Line, via Charleston, 
F. C. & P. Fast F’ght & Pass. Line, via Jackson- 
ville. Theo. G. Eger, G. A., 375 B’way, N. Y. 


OLD DOMINION LINE. 

For Old.Point Comfort, Norfolk; Newport News, 
Petersburg, Portsmouth, Pinner’s Point, Rich- 
mond, Virginia Beach, Va., and Washington, 
D. Cc. Freight and passenger steamers sail from 
Pier 26 North River every. week day, except 
Saturday, at 3 P. M. and Saturday at 4 P. M. 

W. L. GUILLAUDEU, 
Vice Pres’t & Traffic Mar. 


Clark’s Nile and Palestine Parties. 

Leave Jan. 21, Feb. 4:and 18. Long tours, 
$585, give.6 days at Constantinople, 4 days in 
Athens; option of 1, 2.or 3 weeks in Egypt or 
Palestine, (with $70 side trip to Ist Cataract of 
Nile, $35 Galilee trip, &c.) Short tours, spending 
38 weeks in Egypt and Palestine, $430. 

Special Round World Party, $1,400. Leaves 
Nov. 29; Hawaii trip, $500; Japan and China 
trip, $850. I. C. CLARK, 111 Broadway, N. Y. 
TRAVELERS’ .GUIDE—S'UEKAMEHOA'TS, 


—_—eN eee en 





NEW HAVEN LINE Pier 25, EB. R.—STR. 
ig geen PECK, daily (except Sunday) at 5 


CATSKILL, Hudson & Coxsackie boats leave foot 
of Christopher St. every week day at 6 P. M. 


———— — — eee 


TRAVELERS’ GUIDE—RAILROADS, 


“America’s Greatest Railroad.” 


—~ od 


NEW YORK CENTRAL. 


Trains leave Grand Central Station: 

All through trains stop at Albany, Utica, Syra- 
cuse, Rochester, and Buffalo. 

8:30 A. M.—Daily, except Sunday. Famous 
EMPIRE STATE EXPRESS LIMITED. Fast- 
est train in the world. Due Buffalo 4:45, Niag- 
ara Falls 5:32, Toronto 9 P. M., Detroit 11:10 

Limited to its seating capacity. 
A. M.—FAST MAIL-—Daily, for 

Niagara Falls, and Cleveland. 
10330 A. M.—DAY EXPRESS, 

For important State points. 
1:00 P. M.—SOUTHWESTERN LIMITED and 

CHICAGO SPECIAL. Daily—for Columbus, 

Cincinnati, St. Louis, and Chicago. 

3:3) P. M.—TROY AND SARATOGA SPECIAL, 
except Sunday—For Troy and Saratoga. 

5:00 P. M.—LAKE SHORE LIMITED. Daily— 
24-hour train to Chicago via Lake Shore; due 
Cleveland 7:15 A. M. Due Chicago 4 P. M. 
Sleeping and parlor cars only. 

6:00 P. M.—WESTERN EXPRESS. Daily—For 
Niagara Falls, Toronto, Cleveland, Toledo, De- 
troit, Chicago, Cincinnati. 

6:25 P. M.—NORTHERN EXPRESS. Daily—For 
Montreal, and, except Saturday, for Ottawa. 
7:40 P. M.—ADIRONDACK MOUNTAINS AND 

MONTREAL daily. 

8:45 P. M.—BUtrFALO AND SOUTHWEST- 
ERN SPECIAL. Daily—For Cleveland, Cincin- 
nati, Indianapolis, and St. Louis. 

9:00 P. M.—SPECIAL LIMITED MAIL, Daily— 
Sleeping car only for Fall Brook, via Lyons, 
and for Rochester and Buffalo. 

9:15 P. M.—PACIFIC EXPRESS, Daily—For 
Oswego, Ogdensburg, Niagara Falls, Cleveland, 
Toledo, Chicago, and, except Saturdays, for 
Cape Vincent and the Auburn Road. 

12:10 Night—MIDNIGHT EXPRESS. 
cago, except Sunday nirhts. Sunday 
Chicago sleepers leave at 9:15. 

HARLEM DIVISION. 

9:15 A. M. and 3:27 P. M.—Daily, except Sun- 
day, to Pittsfield. Sundays only at 9:20 A. M. 
Wagner Palace cars on all through trains. 
Trains illuminated with Pintsch Light. 

Ticket offices at 113, 261, 413, and 942 Broad- 
way, 31 East 14th St., 235. Columbus Av., 61 West 
12%th St., Grand Central Station, 125th St. and 
138th St. Stations, New York; 338 and 726 Fulton 
St. and 106 Broadway, E. D.. Brooklyn. 

Telephone ‘‘ 2790 Thirty-eighth Street ’’ for New 
York Central Cab Service. Baggage cheeked from 
hotel or residence by Westcott Express Co. 

GEORGE H. DANIELS, General! Pass. Agent. 


WEST SHORE KR 

< = 2 * 
Trains leave W. 421 St. Station, N. Y.; as fol- 

lows, and 15m. earlier from foot of Franklin St.: 

1:00 P. M. CONTINENTAL LIMITED. Daily, 
for Albany, Syracuse, Rochester, Buffalo, Ni- 
agara Falls, Cleveland, Detroit, Chicago, and 
St. Louis. Arrives Chicago and St. Louis next 
afternoon, Dining Car. 

6:30 P. M. Daily for Utica, Syracuse, 
ter, Buffalo, Niagara Falls, Toronto, 
Cleveland, Chicago, and St. Louis. 

7:45 P. M. Daily, except Sunday, 
Rochester, Buffalo, and Toronto. 

8:15 P. M. Daily, for Albany, Utica, Syracuse, 
Rochester, Buffalo, Niagara Falls, Toronto, De- 
troit, Cleveland, Chicago, and St. Louis. 

Time table at principal hotels and offices. Bag- 
gage checked from hotel or residence by West- 
cott’s Express. 

Cc, BE. LAMBERT, General Passenger Agent,N. Y. 


Buffalo, 


except Sunday. 


For Chi- 
nights 


Roches- 
Detroit, 


for Syracuse, 


LEHIGH VALLEY SYSTEM 


Stations foot of West 23d St., (Penn. R.,) 
Cortlandt or Desbrosses St. 
*Indicates time from West 23d St. Other fig- 
ures show time from Cortlandt or Desbrosses St. 
*G:10, 6:20 A. M. daily, (Sunday *6:45, 7 A. 
M.,) for EASTON and intermediate stations. 
*7:50, 8:20 A. M. daily for WILKESBARRB, 
SCRANTON, ITHACA, GENEVA, ROCHESTER, 
BUFFALO, NIAGARA FALLS, and the West, 
and principal local points, dining car and chair 
car to Buffalo. 
*11:50, 12:00 noon daily, except Sunday, 


‘BLACK DIAMOND EXPRESS.’’ 


Arrives Buffalo 9:55 P. M. Pullman Vestibule 
Day Coaches and Parlor Cars., Dining-Car Serv- 
ice. Meals.a ja carte. Connects at Buffalo with 
through sleepers to Detroit and Chicago. 

*12:50, 1:00 P. M. daily for EASTON, 
MAUCH CHUNK, WILKESBARRE, SCRAN- 
TON, and coal branches. Chair car to Easton, 
(except Saturdays and Sundays.) 

*3:50, 4:10 P. M. daily, except Sunday, for 
WILKESBARRE, PITTSTON, SCRANTON, and 
principal intermediate stations. Connects for all 
points in coal regions. Pullman Buffet Parlor 
Car for Wilkesbarre. 

*4:50, 5:20 P. M. daily, except 
EASTON and intermediate stations. 

*4:50, 5:15 P. M. Sundays only for MAUCH 
CHUNK and intermediate stations. 

*5:50. G:10 P. M. daily, except Sunday, 
EASTON and principal intermediate stations. 

*G:50, 7:00 P. M. daily for BUFFALO, NIAG- 
ARA FALLS, and all points West. Pullman 
sleeper vestibule train N.-Y. to Chicago. Sleep- 
ers to Buffalo and Toronto Dining Car New 
York to Easton. 

*7:40, 8:00 P. M. daily, except Sunday, stop- 
ping only at SOUTH PLAINFIELD; EASTON, 
BETHLEHEM, MAUCH CHUNK, SAYRE, 
GENEVA, ROCHESTER, BATAVIA, BUFFALO, 
and TORONTO. Pullman Sleeper for Buffalo. 
None but sleeping-ear passengers carried. No 
baggage carried. 

*8:20, S:30 P. M. daily for WILKESBARRE, 
ITHACA, GENEVA, ROCHESTER, BUFFALO, 
NIAGARA FALLS, and all points West. Pull- 
man Sleeper to Chicago. 

Additional local trains daily, except Sunday, for 
in- 
termediate points leave as follows: 10:20, 10:50, 
*10:20, 10:30: (Sundays only) A. M., -*2:20, 2:30, 
*3:50, 4:10; *5<b0, and 6:30 P.M, 

Tickets and Pullman accommodations at 113, 
261, 273, 355, 944, and 1,323 Broadway, 31 E. 14th 
St., 156 E, 125th St., 127 Bowery, N. Y.; 860 
Fulton St., 4 Court St., 98 Broadway, and Brook- 
lyn Annex, Brooklyn. 

N. Y. Transfer Co. will call for and check bag- 





Sunday, for 


for 


gage from hotel or residence through to destina-~ 


tics. 


GUIDE—RAILROADS, ; 


TRAVELERS’ 


STATIONS. foot of WEST TWENTY-THIRD r 
STREET AND. DESBROSSES AND “ 
CORTLANDT STREETS, . ge-ehc 
G7The leaving time from Desbrosses and Cort- 
landt Streets is ten minutes later than that given 
below for Twenty-third Street Station. 

7350 A. M. FAST MAIL.—Pullman Buffet Parlor 
Car New York to Pittsburg. Sleeping Car Pitts- 
burg’ to Chicago: “No coaches to Pittsburg. 

8:50 A. M. FAST LINE.—Pittsburg and Cleve- 


land. 

9:50 A. M, PENNSYLVANIA LIMITED.—Pull- 
man Compartment Sleeping, Dining, Smoking, 
and Observation cars. For Chicago, Cleveland, 
| Cincinnati, Indianapolis, Pouisville, St. 

1:50 P, M. ‘CHICAGO’ AND ST. LOUIS EX- 
ane ee Nashville, (via Cincinnati,) Chi- 

> a uis. “es 

5:50 P. M.—WESTERN EXPRESS.—For Cleve- 
land, Chicago. For Toledo, except Saturday. - 
40 P. M. SOUTHWESTERN EXPRESS.— 
For Pittsburg, Cincinnati, Indianapolis, St. 


.. Louis. ; 
7:40 P. M. PACIFIC EXPRESS.—For . Pitts- 
burg and Chicago. Connects for Cleveland ex- 


copt potureay. . , 

8:20 P. M. MAIL AND EXPRESS.—Pullman 
Buffet Sleeping cer New York to Altoona, East 
Liberty, Pittsburg, and points West, daily ex- 
cept Sunday. No’ coaches, ‘ : 

_, WASHINGTON AND THE SOUTH. 

7:50, 8:2U,. 9:50,  ¢Dining Car,) 10:50 (Dinin 
Car) A. M., 12:50, 1:50, (8:20, ‘‘ Congressio’ 
Lim.,”’ all Parlor and Dinin Cars,): 4:20, (Din- 
ing Car,) 4:50, (Dining Car,) 8:50. P. M., 12:05 
night. unday, 8:20, 9:20, 10:50 (Dini Car) 
A. M. (8:20 “ Congressional Lim.,”” all Parlor 
and Dining Cars,) 4:20, (Dinin Car,) 4:50, 
(Dining Car,) 8:50 P. M., 12:08 fi ht. 

SOUTHERN RAILWAY.—Express, 4:20 P. M., 

ASCE Sa 

y AST LINE.—Expres : * A 
and 8:50 P, M. daily. secretes hos an, 

CHEPAP RARE & OHIO RAILWAY.—4:50 P. M. 


y. 

FOR OLD POINT COMFORT and NORFOLK.— 
7:50 A. M, week days and 7:40 P.M. daily. 

ATLANTIC CITY.—1:50 P. M. week days (Des- 
brosses and Cortlandt Streets 2:10 P. M.) 
Through Vestibuled Train. Buffet Parlor Cars, 
Passenger Coach, and Combined Coach. 

CAPE MAY.—12:50 P. M. week days. 

Long Branch, Asbury Park, (Interlaken Sun- 
days,) Ocean Grove, and Point Pleasant, (from 
West Twenty-third Street Station,) 8:50 A. M., 
12:20, 3:20, 4:50 P. Sundays, 9:20 A. M., 
4:50 P. M., (from Desbrosses and Cortlandt 
Streets,) 9:10 A. M., 12:50, 3:40, 5:10 P. M. 
Sundays, 9:45 A. M., 5:15 P. M. 

OR PHILADELPHIA. 

6:10, 7:20, 7:50, 8:20, 8:50, 9:20, (9:50 Penna. 
Limited,) 9:50, (Dining Car,) 10:50, (Dining 
Car,) 11:50 A. M., 12:50, 1:50, 2:50, 3:50, 4:20, 
4:20, (Dining Car,) 4:50, (Dining r,) 5:50, 
(Dining Car,)} 7:40, 8:50 P. M., 12: night. 
Sundays, 6:10, 8:20, 8:50, 9:20, 9:50, (Limited,) 
9:50, 10:50, (Dining Car,) A. M., 1:50, (Dining 
Car,) 3:50, 4:20, (Dining Car,) 4:50, (Dining 
Cor 5:50, (Dining Car,) 7:40, 8:50 P. M., 12:05 
night. 

Ticket offices Nos 461, 944, 1,196, 1,323, 111, and 
261 Broadway, 1 Astor House; West Twenty- 
third Street Station, and stations foot of Des- 
brosses and Cortlandt Streets; 4 Court Street, 
860 Fulton Street, 98 Broadway, and. Pennsyl- 
vania Annex Station, Brooklyn; Station, Jersey 
City. The New York Transfer Company will 
call for and check baggage from hotels and res- 
idénces through to destination. 

Telephone ‘‘ 2757 Eighteenth Street’? for Penn- 
sylvania Railroad Cab Service. 

J. B. HUTCHINSON, J. R. Woon, 

General Manager. General Pass’r Agent, 


Central Railroad of New. Jersey 


Anthracite coal used exclustvely. 

Four tracks. ‘‘ Plectro-Pneumatiec "’ Signals. 
Stations in New York, foot of Liberty St. 
and South Ferry, Whitehall St. 

Trains leave foot of Libertv St: 

On and After Oct. 18, 1898, 

For Easton, Bethlehem, Auentown, Mauch 
Chunk, &e:, 4:00, 7:15. 9:10 A. M., (12:00 M. to 
Easton,) 1:30, (4:40 to Easton,) 5:45, (7:30 to 
Easton,) P. M. Sundays, 4:30, (7:00 to Easton,) 
A. M., 1:00, 5:30, 6:00 P. M. ‘ 
For Wilkesbarre, Pittston, and Scranton, 4:00, 

9:10 A. M., 1:30 P. M. Sundays, 4:30 A. M. 

For Reading and Harrisburg at 4:00, 4:30, 8:00, 
9:10, (10:00, 11:30 to Reading,) A. M., 1:45, 4:30, 
5:00, 5:45, (9:00 to Reading,) P. M., 12:16 night. 
Sundays, 4:30, (11:30 to Reading,) A. M., 1:00, 
1:45, 5:30, 6:00 P. M., 12:15 night. 

For Sunbury, Lewisburg, and Williamsport at 
4:00, 8:00, 9:10 A, M., 1:30, 1:45, 9:00 P. M., 
12:15 night. Sundays, 4:30 A. M., 1:00, 1:45, 6:00 
P. M., 12:15 night. 

ALL RAIL ROUTE, ® 

FOR LONG BRANCH, OCEAN GROVE, &c. 

For Red Bank, Long Branch, Asbury Park, 
Ocean Grove, and points south to Point Pleasant, 
4:30, (5:50 only to Sea Girt,) 8:30, 11:30 A. M., 
(1:45 only to Red Bank,) 4:15, 4:40, 6:15 P. M. 
Sundays, (stops at. Interlaken for Asbury , Park 
and Ocean Grove,) 9:00, (10:15 only to Red Bank,) 
A. M., 4:00 P. M. : 

For Atlantic Highlands, 4:30, 8:30, 11:30 A. M., 
1:45, 4:30, 5:88, 6:15 P. M. Sundays, 9:00 A. M., 


4:00 P. M. 
FOR LAKEWOOD. 

4:30, 8:30 A. M., 1:45, 4:40 P. M. 
10:15 A. M. 

For Farmingdale, Toms River, Barnegat Park, 
and Barnegat, 4:30, 8:30 A. M., 1:45, 4:40 P. M. 
Sunday, 10:15 A. M. ‘ 

For Atlantic City, Vineland, and Bridgeton, 4:30 
A. M., 1:45. P.M. 

For Monmouth Beach, Seabright, and High- 
lands of Navesink; 4:30 8:30, 11:30 .A. M., 1:45, 
2:45, 4:40, 6:15 P..M. Sundays, 9:00 A. M., 4:00 


) 


ROYAL BLUE LINE. 


PHILADELPHIA, BALTIMORE, 
WASHINGTON. 
From foot of Liberty St. 
Week days, 4:30, 8:00, 10:00, (11:30 Dining 
Car,) A. M., 1:00, 1:45, 3:30, (5:00 Dining Car,) 
6:00 P. M., 12:15 mdt,. Sundays, 4:50, 10:00, 
(11:30 Dining Car,) A. M., 1:45, (6:00 Dining 
Car,) 6:00 P. M., 12:15 mdt. Additional trains 
for Philadelphia week days, 9:00 A. M., 4:00, 
4:30, 7:30, 9:00/P. M. Sundays, 9:00 A. M., 4:00 


P. M. 
BOATS LEAVE SOUTH FERRY, - WHITE- 
HALL ST. * 

Week days, 7:10, 7:55, 8:25, 8:40, 8:55, 9:08, 
9:20, 9:35, 10:00, 10:15, 10:45, 11:08, 11:30, 11:55, 
A. M., 12:25, 12:45, 1:00, 1:25, 1:45, 1:55, 2:25, 

155, 3:30, 3:35, 3:55, 4:25, 4:35, 4:55, 5:25, 5:55, 
3:10, 6:25, 6:55, 7:30, 7:50, 8:25, 9:10, 9:55, 10:55, 
11:40 P. M., 12:15 mdt. Sundays, 7;00, 7:55, 8:55, 
10:00, 11:30 A. M., 12:00 M,, 12:55, 1:45, 2:30, 
3:60, 3:55, 4:20, 4:55, 5:25, 6:00, 6:30, 7:25, 8:25, 
9:00, 9:25, 9:55, 10:55 P. M., 12:15 mat. 

Tickets and parlor car seats at foot of Liberty 
St., Whitehall St., 113, 172, 261, 434, 944, 1,234 
1,323 Broadway, 737 6th Av., 31 E. 14th St., 
153 East 125th St., 273 West 125th St., 251 Co- 
limbus Av., New York; 4 Court St., 860 Fulton 
St., Brooklyn; 98 Broadway, Williamsburg. The 
N. Y. Transfer Co, will call for and check bag- 
gage from hotels of residences to destination. 


DELAWARE, LACKAWANNA & WESTERN 


Stations in New Yor oot of Barclay 

and Christopher Streets, : 

VESTIBIJLE TRAINS, PULLMAN BUF- 

FET CARS, PINTSCH LIGHT. 

8:00 A. M.—BINGHAMTON MAIL. Stops at 

rincipal stations. 

10:00 yi M. (café car)—BUFFALO, SCRAN- 
TON, BINGHAMTON, OWEGO, ITHACA, EL- 
MIRA, UTICA, SYRACUSE, and OSWEGO EX- 
PRESS. Pullman Palace Cars. Connecting at 
Buffalo with trains for Chicago and points West, 

1:00 P. M. (daily)—CHICAGO and BUFFALO 
VESTIBULED EXPRESS for SCRANTON, 
BINGHAMTON, ELMIRA, &c. Pullman Buf- 
fet Parlor Cars to Elmira. Through sleeping 
cars and day coach to Chicago, arriving at 4:15 
> M. next day. 

4:60 P. M.—SCRANTON, WILKESBARRE, and 
PLYMOUTH EXPRESS. Pullman Buffet Par- 
lor Cars. 

7:00 P. M. (daily —CHICAGO and BUFFALO 
VESTIBULED LIMITED EXPRESS for 
SCRANTON, BINGHAMTON, ELMIRA, BUF- 
FALO. Through Buffet Sleeping Car to. Chi- 


cago. 
8:30 P. M. (daily—BUFFALO EXPRESS. Pull- 

man Sleeper for SCRANTON, BINGHAMTON, 

ELMIRA, . BATH, MT... MRR. and BUF- 

y >. arriving Buffalo 8 A. M. 
oft0 P.M. (daily)BUFFALO, SCRANTON, 

BINGHAMTON. OWEGO, ITHACA, ELMIRA, 

SYRACUSE, UTICA, and OSWEGO EXPRESS. 

Iman Buffet Sleepers. 

TCKETS AND PULLMAN ACCOMMODA- 
TIONS at Henry Gaze & Sons, Ltd., 113 Broad- 
way, 14 Park Place, 429 Broadway, and 942 
Broadway. Tickets at Ferry Stations, 111 Fourth 
Av., cor. 12th St.; 61 West 125th St., 235 Coium- 
bus Av., New York; 338 and 723 Fulton St., and 
106 Broadway, Brooklyn, Time tables, giving full 
information, at all stations, 

Westcott’s Express Company will call for and 
check baggage from hotel or residence to destina- 


tion. 


“ERIE RAILROAD. 


Through trains leave New York, foot of Cham- 
bers Street, as follows, and five minutes earlier 
from West 23d Street: 

9:00 A, M.—Vestibuled Express daily for Bing- 
hamton, Waverly, Elmira, Buffalo, Bradford, 
arrives Buffalo 8 P. M_ Parlor car to Buffalo. 

2:00 P. M.—Vestibuled Limited Fast Mail daily. 
Solid train for Chicago, arrives Cleveland 7:40 
A, M., Chicago 5 P. M. Sleepers to Chicago, 
Clevelard, and Cincinneti. Dining Car. 

7:30 P. M.—Buffalo and Cleveland Vestibuled 
Express daily, arrives Buffalo 7:05 A, M., Brad- 
ford 7:20 A. M., Jamestown 7:00 A. M., Youngs- 
town 10:27 A. M., Cleveland 12:30 P. M, Sleep- 
ers to Buffalo and Cleveland. Café Library Car. 

9:15 P. M.—Daily solid train for Binghamton, 
Elmira, Waverly, Chicago. Sleepers to Hor- 
nelisville, Chicago, and Cincinnati. Dining Car. 
Tickets, local timecards, and Pullman accom- 

modution at 111, 113, 261, 401, and 957 Broadway, 

127 Bowery, 156 East 125th St.,and 273 West 125th 

St., Chambers and W. 23d St. berries, New York; 

888 and 860 Fulton St., 98 Broadway,’ Brooklyn; 

122 River St., Hoboken, and Jersey City Station. 

New York Transfer Co. calls for and checks bag- 

gage from hotels and residences to destination. 


Sundays, 


FOR AND 


BALTIMORE & OHIO R. R. 


Leave New York, Whitehall Terminal, South 

Ferry, and foot of Liberty Street. 
*Daily. +Except Sunday. 

CHICAGO, *4:30 A. M., #1:45 P. M., *12:15 
night. 

PITTSBURG, ‘4:30 A. M., 73:30 P. M., §1:45 
P. M., *12:15 night, (4:30 A. M. trains from Lib- 
erty St. only.) ; 

CINCINNATI, ST. LOUIS, *10:00 A. M., *5:55 


§Sundays. 


Pp. M. 
NEW ORLEANS, *4:55 P. M., (through sleep- 


ere 
ROYAL BLUE TRAINS. 

To PHILADELPHIA, WASHINGTON, BALTI- 
MORE, 77:55, *10:00, (Diner,) #11:30 A. M., 
(Diner,) 41:00. -P. M.,  *1:45.. (Diner,). ‘73:30 
(Diner,) *4:55,. (Diner,) *5:55 P. M. and .#12:15 
night. NORFOLK, 71:00 P.M. : 

All trains are illuminated with Pintsch Light, 

Offices 113, 172, 261, 434, 1,284 B’way, 31 E. 
14th St., 127 Bowery, N. Y.; 339, 344 Fulton St. 
Brooklyn; Whiteball Terminal. 
from hotel or resi@énee to. destination. 


: 


Baggage checked ; 


Pos 
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NIGARAGUAGANAL RIVALRY 


Company Backed by W. R. Grace 
Gets a Concession. 


OLD PROJECT NOT ABANDONED 


President Hitchcock of Maritime Com- 
pany Says Canal Will Be Built 
Under Old Grant. 


William R. Grace denied emphatically 
yesterday that the Nicaraguan ship canal 
Syndicate .in which he-is interested, and 
which is represented by Edward F. Cragin 
of Chicago and Edward Eyre of New York, 
had been.or was going to- be dissolved. 
On the contrary, he detlared that this syn- 
dicate had secured a conctssion and in- 
tended to go ahead with the work of con- 
structing the canal. A cable dispatch from 
Managua, Nicaragua, was received at the 
office of William RR. Grace & Co. in this 
city: yesterday morning, saying that the 
Nicaraguan Congress had granted to the 
Messrs: Cragin and Eyre a concession for 
the construction of a ship canal, to take 
effect on Oct. 10, 1899, which is the date 
when the original concession to the Mari- 
time Canal Company expires. 

Mr.- Grace authorized the statement that 
a new company would: be formed for the 
purpose of building the canal. This com- 
pany, he said, would have ample financial 
backing, but he didnot care to give the 
names of the stockholders at present. Mr. 
irace will be at the head of the new cor- 
poration. He said: “I believe that this 
concession is a liberal one. You may say 
that this concession has not been obtained 
tor obstructive purposes, nor will a com- 
pany be formed to combat any other in- 
terests. The main question is to build the 
canal, not to engage in tedious discussions 
or litigations with others.” 

In the new concession the Nicaraguan 
Government agrees to make no claim for 
any portion of the profits of the ship canal 
for a period of 199 veers. After that time 


the Government will be entitled to one- 
half the net receipts of the canal. The hold- 
ers of this concession are to be allowed 
to police and control the district through 
which the-canal is to be built. The Nic- 
araguan Government grants the privilege 
of free importation of all kinds of supplies 
legitimately necessary to the construction 
of the canal. 

The syndicate is required to open com- 
munication between the Atlantic and the 
Pacific Oceans within three years. If the 
waterway does not then extend across the 
isthmus the different sections must be con- 
nected by railroads, so as to afford means 
of transportation from ocean to ocean. 
The concession also provides that the new 
company must begin its work of construc- 
tion within six months after the expiration 
3 the Maritime Canal Company’s conces- 
sion. 

President Hiram Hitchcock of the Mari- 
time Canal Company of Nicaragua, at 54 
and 56 Broad Street, this city, was asked 
if the concession held by his company had 
been abrogated or declared forfeited for 
any cause by the Nicaraguan Government. 
He replied: ‘‘ We have no information that 
the Nicaraguan Government has done any- 
thing of the kind. This company holds con- 
ecessions from both Nicaragua and Costa 
Rica. The Nicaraguan concession runs for 
ten years, from October, 1889, and it con- 
tains provisions for its extension. The con- 
cession from Costa Rica has about three 
years 16nger to run. The charter of the 
Maritime Canal Company of Nicaragua was 
granted. by the Congress of the United 
States, and it recognizes the validlity of 
these concessions. If the present Admin- 
istration acts, as the facts seem to in- 
dicate, funds will be provided for the con- 
struction of this canal at an early date, 

“As to any negotiations now gcing on 
either here or in Nicaragua which conflict 
with the rights of the Maritime Canal 
Company, i have only to say that 
I do not believe it possible for any 
combination to successfully oppose the 
Government and the people of the 
United States in their determination 
that this canal shall be constructed 
now and under the _ present conces- 
sion and charter. Further than that, I 
may sav that 1t would be a‘work of mani- 
fest injustice for any combination of our 
citizens to attempt directly or indirectly 
to supplant this American company in the 
fights and property of an enterprise which 
it has so truly conserved, until all could 
see that the fullness of its time had come.” 

When Mr. Grace’s attention was called 
to the foregoing statement of President 
Hitcheock, he remarked that he had 
nothing further to say than that the 
Cragin-Eyre syndicate had obtained a bona 
fide concession to build a Nicaraguan ship 
canal, and they meant business.~ Mr. Grace 
declined to comment on his preyviaus state- 
ment that.no. new .company. would _be 
formed ‘‘to combat any other interests.” 

Friends of the Maritime Canal Company’s 
project say that President Zelaya of Nicar- 
agua is on record as declaring that the 
Cragin-Eyre concession will not take effect 
until the rights of the Maritime Canal 
Company have been disposed _ of. : 

The belief prevailed yesterday that Collis 
P. Huntington was one of the capitalists 
back of the Cragin-Eyre syndicate. Mr. 
Huntington denied last evening that such 
was the fact, and said: ‘‘ I am-inclined.to 
think the parties who are proposing to 
build the Nicaragua canal will not build 
it if they stop to count the cost of the 
work and are careful to first get an ac- 
eurate idea of the amount Of business the 
eanal will probably do if it should be 


built.” 
THE CRAGIN-EYRE CONCESSION. 


President Zelaya’s Agreement Ap- 


proved by the Nicaraguan Congress. 


MANAGUA, Nicaragua, Oct. 31.—After 
four days’ public discussion the Nicaraguan 
has unanimously approved the 
agreement, provisionally made between 
President Zelaya and the American con- 
tractors and engineers, Messrs. Eyre and 
Cragin, by which the latter are authorized 
to construct an inter-oceanic canal, and 
empowered to negotiate with the Maritime 
Canal Company. ; 

The adoption of the clause in the agree- 
ment declaring that the concession to the 
Maritime Carial Company will terminate cn 
Oct. 9, 1899, was received with prolonged 
cheers from Congressmen and the public tn 
the galleries. 

Congratulatory telegrams have .been re- 
ceived from the chief cities of Nicaragua 
and the neighboring republics. 


Congress 


MORE TROUBLE IN THE NINTH. 


A Question as to the Standing of Offi- 
cers in the Volunteer 
Regiment. 


The Ninth Regiment was not mustered 
out of the service of the United States 
yesterday, as was anticipated. Col. Green 
said that the mustering out and payment 
of his men would begin on Nov. 15. The 
postponement is said to be owing to the 
searcity of Paymasters. 
was considerable talk at the ar- 
mory yesterday over the fact that one of 
the Captains had sent inquiries to the Sec- 
retary of War as to his status at Chicka- 
mauga as a volunteer officer. 

For many weeks this officer served as a 
Captain, but, like many other officers, did 
not receive his commission. The regiment 


arrived at Camp Thomas, Chickamauga, in 
May, and the officers did not receive their 
commissions until July, and some of them 
even later. Many of the non-commissioned 
officers fatled to receive their warrants. 

This absence of the certificates of office 
is now claimed by the enlisted men not 
only to vitiate the sentences imposed upon 
them, but also to affect the officers’ right 
to draw pay. It is this tangle that is said 
to be the cause, or one of the causes, why 
the muster out of the ‘Ninth has been post- 
poned. 

Judge Advocate General Stillman F. Knee- 
land of Gov. Black’s staff, when seen, said 
he 4id not care to give an opinion on the 
matter, for the reason that he might be 
called on to pass officially on the matter. 
Gen: Thomas H. McGrath, formerly Adju- 
tant General and Inspector General of the 
State, said: “‘ The absence of the commis- 
sions, in my mind, is a most serfous blun- 
der.” 

A well-known officer of the regular army 
who did not wish his name to be used, and 
who has had an experience in the service 
running over thirty years, said: ‘‘ Should 
it be discovered that a court-martial was 
composed of persons not eligible under the 
articles of war, the action of such a court 


» would be egal and void. The sentence 
ted, redress, 


Tere 


could be obtained 


HUNT MEMORIA 


The Monument. to the Late Architect 
Formally Presented to the City 


by George B. Post. 


The memorial to the late architect, Rich- 
ard Morris Hunt, which has been erected 
through the agen¢y of various artistic and 
literary organizations, was formally turned 
over to the city by the Hunt Memorial Com- 
mittee at 4'o’clock yesterday afternoon.. The 
memorial, consisting of a granite and mar- 
ble bench, semi-circular in form, adorned 
with a bronze. bust.of.Mr..Hunt by Daniel 
Chester French, is recessed in ‘the wall of 
Central Park, on Fifth Avenue, between 
Seventieth and Seventy-first Stréet, just op- 
posite Lenox Library. ~ 3 

The committee, consisting of representa- 
tives from the Municipal Art Soctety of New 
York, the Architectural Léague of New 
York, the Institute of American Architects, 
the National Sculpture Society, the Society 
of Beaux Art Architécts, the Century As- 
sociation, the Trustees of the Metropolitan 
Museum of Art, the National Academy of 
Design, the Society of American Artists, the 
American Water Color Society, the New 
York Water Color Club, and the Art Arti- 
sans’ Fund, marched to the memorial from 
the library across the street, together with 
a body of architects, and took their stand 
at the north of the monument. A white silk 
banner and an American flag covered the 
face of the bust. George B.: Post, President 
of the Institute of American Architects, of 
the Fine Arts Federation, and of the Hunt 


Memorial Committee, made the speech pre- 
senting the memorial to: the city. As ‘he 


“spoke, Richard Hunt third, a grandson of 


the dead architect, unveiled the bust. 

Mr. Post referred to the honors achieved 
by Mr. Hunt, to his notable works, and to 
his recognition by Germany. England, and 
France. He said that Mr. Hunt founded a 
school of architecture in this country in 1858 
as a pioneer, and was the first American 
to be honored with the award of the Paris 
Beaux Art Medal. Two laurel wreaths, trib- 
utes of the architects.and members of the 
Art Artisans’ Fund, were attached to the 
bust. while Mr. Post spoke. President Ran- 
dolph Guggenheimer of the Council then ac- 
cepted the memorial on behalf of the city, 
and turned it over to George C. Clausen, 
President of the Park Department, who ac- 
cepted it for Central Park. The Rey. Dr. 
William R. Huntington, rector of Grace 
Church, then offered a prayer and pro- 
nounced benediction. 


LEGAL NOTES. 


INSURANCE OF A VESSEL AGAINST FIRE.— 
In a suit brought by Edward R. C. Clark- 
son and others, in Erie County, to compel 
the Western Assurance Company to deliver 
a policy of insurance for $6,000, or to pay 
that amount, it appeared that the steamer 
Northerner; owned by the plaintiffs, while 
engaged in navigation of the great lakes, 
was stranded on Dec.,.7, 1892, at Keweenaw, 
on Lake Superior. "She was loaded with 
4,000 barrels of kerosene ofl, a number of 
barrels of lubricating oil, and 100 tons of 
hay. About one-half of the oil having been 
jettisoned, the_vessel was enabled to get 
afloat, but it was found that she was badly 


disabled, and leaking at the rate of ten 
inches an hour. ‘She made for L’Anse, forty 
miles distant, which place she reached the 
next day. Owing to the accident, the ves- 
sel’s contemplated trip to Duluth was aban- 
doned, and she was laid up at L’Anse for 
the Winter. In the meantime the marine 
insurance upon the vessel, by special ar- 
rangement, had been extended until such 
time as she should reach her destination. 
Before the process of stripping and dis- 
ag es | the vessel preparatory to mooring 
her for the Winter had been completed, the 
Captain Was notified that the underwriters 
desired the vessel to proceed to Duluth un- 
der charge of one Capt. Rounds. Because 
of an altercation between the latter and the 
Captain who was then in charge, he aban- 
doned the steamer, and it remained moored 
at L’Anse. The owners had secured. an 
agreement from an insurance broker at 
Buffaio that a policy of $6,000 should be 
issued by the defendant. One was issued, 
and no premium was paid, but it was the 
broker’s custom to receive applications from 
plaintiffs for insurance and to charge 
them with the premiums, the policy being 
subsequently delivered, and that was ‘the 
understanding in this instance. On Dec. 12 
the steamer, while moored at the dock at 
L’Anse, was burned and totally destroyed 
The Fourth Appellate Division has reverse 
judgment given on the trial in favor of the 
plaintiffs, holding, by Justice Adams, Jus- 
tice Ward dissenting, that the owner, not 
having informed tne insurer of the fact that 
the vessel, — before reaching the dock 
at L’Anse, was stranded and obliged to jet- 
tison a large number of barrels of oil, a 
portion of which was poured over the side 
of the vessel, saturating it with oil and ma- 
terially increasing the risk from fire, was 
guilty of a concealment of a material fact, 
which vitiated the contract of insurance. 
la 

THEY WERE Not ENTITLED TO ComMMIS- 
SIONS.—While Albert-Hesse was looking for 
& place to hire for a restaurant, he saw a 
“To Let” sign on premises 24 Union 
Square, and about November, 1897, he called 
on William Folsom and othefs, réal estate 
brokers, whose firm name was on the sign. 
Folsom drew up a letter addressed to his 
firm, whereby Hésse agteed to lease the 
building for eight years, from May 1, 1898, 
at $3,000 a year, on certain conditions. In 
a suit by Folsom and others against Hesse 
to recover .commissiohs upon the transac- 


tion, Hesse testified that he signed the let- 
ter, regarding it simply as a proposition 
on his part, and not as a binding agree- 
ment. The property was owned by three 
different parties, one-third being owned by 
two children, one of whom was either just 
or nearly twenty-one and the other about 
fourteen or fifteen years old. The Appel- 
late Term of the Supreme Court directed 
the reversal of a judgmént given in a mu- 
nicipal court, in favor of the plaintiff, hold- 
ing, by Justice Gildersleeve, that as a 
broker, in order to be entitled to his com- 
missions, must show that he found a per- 
son able and willing to enter into the con- 
tract which he was authorized to negotiate, 
laintiffs had failed to make out their case, 
ecause the infant owers of the premises 
were not competent to negotiate a lease 
for eight yéars, the period for which the 
defendant agreed to take a lease. Justice 
Beekman, in a concurring opinion, held that 
plaintiffs had failed to establish a contract 
of employment by defendant, and that all 
they did was only a proper performance of 
their duties as brokers for the owners. 


A BIG LAWSUIT SETTLED. 


A Mortgage Foreclosed on Valuable 


Property at Rockaway Beach. 


The suit of Aaron A. Degraw and others, 
against Helen F. Atrill and others, to fore- 
close.a mortgage on certain lands at Rock- 
away Beach, that by reason of the action 
of the ocean had been enlarged, and conse- 
quently increased in value, was decided in 
fayor of the plaintiffs by Judge Thomas, in 
the United States Circuit Court, Brooklyn, 
yesterday. The property in question is now 
said to be worth §$1,000,000,-and is known 
as the Nathaniel Ryder property. It has 
been kept out of the market for a long time 
by litigation. 

The lawsuits which have tangled up the 
property began in 1830, but it was not until 
1886 that the present litigation was begun. 
Degraw, who held a purchase money mort- 
gage for $180,000, brought foreclosure pro- 
ceedings against all parties in interest. The 
case was carried to the United States Court 
on a question of title. The suit has been 
pending for thirteen years, during which 
time many cross-actions have been brought. 


TRAIN KILLS WAR’S SURVIVOR. 


Sullivan Escaped from Cuba to Die in 
New Jersey. 

William Sullivan, colored, seventeen years 
old, of Chattanooga, Tenn., was killed yes- 
terday by a Pennsylvania passenger train at 
Tonnele Avenue, Jersey City. As a servant 
to a regulararmy officer he had gone through 
the Santiago campaign. He had been taken 
ill with typhoid fever,. being prostrated in 
the Jersey Central station, in Jersey City, 
on September 17. He had recovered from 
the fever at the City Hospital and was dis- 
charged several days ago. 

Sullivan looked for employment unsuccess- 
fully and yesterday. morning started to 
tramp South on the railroad. The noise 
made by other locomotives prevented his 
hearing the approach of the engine that 
killed him. 


Ninth Regiment Man’s Odd Death. 


Henry Hobacher, a member of the Ninth 
‘New York Volunteers, walked into the St. 
Francis Hospital. in Fifth Street Sunday 
night, and in a few minutes he was uncon- 
scious. He did not have time to tell what 
was the matter with him, but he appeared 
to be suffering from a serious illness. The 

hysicians could not aid him and he died 
fn ten minutes. 


An autopsy will be made. ! 
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CITY’S BUDGET FOR 1899 


The Board of Estimate Approves a 
Tax of $93,520,082.03. 


A CUT OF $19,020,185.02 MADE 


Several Appropriations Attributed by 
the Controller to Abnormal Con- 
ditions Resulting from 

Consolidation.” : 


The city tax budget for 1899, amounting to 
$93,520,082.03, was passed yesterday after- 
noon by the Board of Estimate and Appor- 
tionment. The departmental estimates were 
cut $19,020,185.02. The cut in the estimate 
of the Board of Education alone was $11,- 
495,264.57, although about $9,000,000 of this 
sum was allowed for new schools, but was 
taken out of the budget on the ground that 
it should be raised by bonds. The next 
largest cut was $2,685,790.50,in the estimate 
of the Department of Highways. 

In Manhattan and Bronx $250,000 was al- 
lowed for an increase in the salaries of 
teachers nOw employed. In the same bor- 
oughs $200,000 was allowed for additional 
teachers. In Brooklyn $208,000 was allowed 
for an increase in the salaries of teachers 
and $173,000 for additional teachers. In 
Richmond and Queens increases were. al- 
lowed pro rata. 

At the meeting of the Board the Mayor, 
in commenting on the budget, asked Con- 
troller Coler what was the amount of the 
general fund to be deducted from the total 
amount of the budget. Mr. Couer replied 
that.it was $7,000,000. The Controller then 


submitted a statement showing in detail 
the amounts necessary to be included in the 
budget for 189) for interest on the city 
debt, for the redemption of the city debt, 
and for sinking fund installments payable 
in 1899. These amounts he summarized as 
follows: 
For interest on the city debt out- 
standing on Oct. 10, 18 
For interest on funded 
issued after Oct. 10, 
during the year 1899 
For interest on revenue 


$9, 278,385.04 
to be 
and 


debt 
1898, 
1,277,393.70 


875,000.00 


bonds 


EE Gs oe is oA 6 ne 6 Naw $11,430, 778.74 
For redemption of the city debt.... 9%,412,950.60 
For Sinking Fund installments, pay- 

Rep CC eee ictincccoctibescckdas 2,633, 840.74 


Geana -total.w.e.ceccrrcses ewes $28, 476,840.08 


The Controller says that the’ item of 
$9,412,950.60 for redemption of the city debt 
includes the redemption of special revenue 
bonds to the amount of $7,175,850.88, for de- 
ficiencies in the tax levies of the several 
municipal corporations consolidated into the 
present City of New York available for the 
budget of.1898. 

He points out that the items for interest, 
redemption, and installments of the city 
debt and the fund for street and park open- 
ings aggregate $27,925,353.64, and that this 
is $13,024,573.40 in excess of the aggregate 
of the corresponding items in the last 
budget. ‘‘Of this increase,’’ he said, “all 
but $2,184,473.63 is attributable to the ab- 
normal condiuons resuiting from consoli- 
dation, which will not occur again in the 
near future, shown as follows: 

For deficiencies in the budgets of 

the several municipal corporations 

consolidated into the City of New 

York, available for the budget of 

RR Re eee ee es $7,175,830.88 
For extraordinary deficiency in ‘the 

fund for street and park openings. 3,664,248.89 


$10,840,099. 77 


“The remaining increase of $2,184,473.63, 
while it results from conditions which can- 
not be called abnormal if compared with 
similar conditions likely to prevail in future 
budgets, is, nevertheless, due to causes 
wholly beyond the control of the present 
financial officers of the city.”’ 

The amounts for State taxes 
the budget were: 
New York County 
ings County 
Queens County 
Richmond County 

Total $6, 262,335.05 

The following table shows the amounts 
ailowed the various departments: 
Allowed for Allowed for 

1898. 1899. 
$385,136.88 $406,522.00 

474, 829.76. 523,265.00 

681,243.49 704,065.00 

003,681.84 .13,040,052.95 

770,423.75 779,391.00 
4,354,022.25 See eae ie 
° 


inserted in 


pies tens duboees ol $4, 737,166.59 
1,806, 675. 55 

158, 154.11 

60,338.80 


Increase. 
$21,385.12 
49,435.24 
22,821.51 
1,036,371.11 
8,967.25 
89,641.90 
119,480.08 
467,079.32 


249,664.11 
438,452.28 


Bridges 
Buildings. . 
Corrections 


oS, 991,058.41 10,538.49 
Highways. 2,053 020.35 ,520, 089.67 
Law 399,758.00 399,758.00 

..+. 1,479,570.89 
. +. 11,359, 144.62 
Pubtic 
buildings, 
1i ghting, 
and. sup- 
plies .... 
Public 
chari- 
Ps 
Public im- 
prove- 
ments 
Sewers 
Street 
cleaning. 
Taxes and 
ass e sS- 
ments. ... 
Water sup- 
ply 
Total. .$46,786, 229.14 $50,396,004.52 $3,616,285.68 
The cuts made in the estimates of the 
various departments were as follows: 


$1,200.00 
8,400.00 
57,000.00 
240,015.00 
162,539.01 
734,702.50 
2,415.00 
457,663.92 
50 
690,630.00 
267,520.00 


729,235.00 
797,596.90 


3,624,314.56 3,617,804.26 


1,778,213.00 ,941,215.00 163,002.00 


229,500.00 
787,479.92 


66,000.00 
164,024.48 


584,637.61 


173,500.00 
623,455.44 


3,991, 162.40 ,575,800.01 


6,600.00 


128,723.67 


322,600.00 29,200.00 


1,322,093.50 1,450,817.17 


Mayoralty J 
Borough Presiden 
Corrections cece 
Charities 

Health 

Police 

Building 

Parks, .. 


lighting, and 


Public buildings, sup 
633,818.52 
Street cleaning 900,288.20 
Brooklyn Disciplinary 
18,240.00 
11,495, 284.57 
2,685,790.50 
1,000.00 
900.00 
6,500.00 
2,880.00 
2,125.00 
94,350.00 
800.00 
20,750.90 


1,500.00 


2,300.00 
12,500.00 
4, 00 
300.00 
19, 150.00 
1,500.00 
5,000.00 
1,800.00 
9,200.00 
127,362.80 
16,244.00 
11,000.00 


159,400.00 
5,500.00 
3,500.00 

77,228.20 
15,987.30 
2,400.00 
12,100.00 
4,000.00 


2,300.00 
3,100.00 


Board of Education 

Highways.... ....- 

General Sessions....... 

Special Sessions, First Division..... 
Surrogate, Kings County 
Surrogate, Richmond County 
County Court, Kings County........ 
Municipal Courts...... 

City Magistrates’ Courts.......... > 
District Attorney, New York County 
Commissioners of Jurors, Kings 


Special 

New York County 
Coroners, Manhattan... 
Coroners, Brooklyn.. 
Coroners, 
Coroners, 
Shériff’s office, 
Sheriff's office, 


Bureau of Municipal Statistics 
Asylums, reformatories, : 
Municipal civil service............. 
County Clerk, New York County... 
Commissioners of Record, Kings 


Queens. 
New 


Register, New York County 
County Clerk, Richmonc 
Library purposes....... 
National Guard 
Law Library, Brooklyn 
County Clerk, Kings County........ 
Jurors’ fees, Kings County 
Salaries of general interpreters, 
Brooklyn 
Printing, 
County 


An Unknown Person Sends Money to 
Controller Coler. 


Controller Coler yesterday received $50 
from some unknown person. The money 
was accompanied by the following letter: 


Dear Sir: Inclosed please find bank note for 
$50 in payment of taxes on a very small estate. 
Be so kind as to acknowledge receipt in. THp 
NEw YorRK TIMES or The New York Tribune. 
Respectfully, B. A. C. 

Oct. 29, 1898. 

The amount has been deposited with the 
City Chamberlain to the credit of the Con- 
science Fund. 


EAST RIVER BRIDGE WORK. 
Engineer Nichols Makes an Examina- 


tien of the Last Caisson. 
An examination of the. last caisson for 


_the new Bast River bridge, which recently 


struck bedrock at a distance of 108 feet 


' 
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‘Linen Store 


If you ‘haven’t boys of your 
own, tell your friends who have. 

Tell them we know that they 
don’t all know, but that we are 
going to make them know, that 
our three boys’ stores, all con- 
sidered, are the best in New 
York City. 

Here’s how: 


Boys’ Umbrellas 


Fast black cotton, sturdy 
frames; 35 cents. 

Absurd price, isn’t it? But 
one has todo absurd things in 
order to attract attention. 

Boys’ Hats 
Pearl Alpines, black band; 95 
cents. 

Our own buyer can hardly 
tell them from our regular Al- 
pines at $1.90—but we’re going 
to attract attention. 


Boys’ Shoes 


Sizes 2% to5%, tan or black ; 
$1.25. 


Same sort of shoes are selling 
to-day in other stores at $2.50 
and $3—but we’re going to at- 
tract attention. 


Double-breasted Sack Suits 
Sizes 7 to 14; $3.75. 

About half the usual price; 
but we want you to know that, 
for boys, there is no cheap 
clothing so good as ours, no 
good clothing so cheap as ours. 

Tell your friends, 


Boys’ 


Rocers, Pret & Co, 


Prince and Broadway. 
Warren and Broadway. 
Thirty-second and Broadway. 





on the Williamsburg side of the river, was 
made yesterday by O. F. Nichols, the as- 
sistant engineer in charge of the work of 
building the new bridge. The object of 
Mr. Nichols’s visit under the river bed was 


to examine the caisson preparator 
work of filling it in With concrete. lescallinces 
After his trip, Mr. Nichols said that he 
was pleased with the inspection. It is be- 
lieved that during the present week the 
shafts which admit the men and material 
will be sealed up with concrete, which will 
mean that progress will be made in begin- 
ning the overhead work. 


M. Je Dady Wins a Suit. 


Justice Gaynor of the Supreme Court, 
Brooklyn, yesterday handed down a 
memorandum in mandamus proceedings of 
Michael J. Dady against Supervisor Ben- 
nett of the old town of Gravesend, John 
L. Voorhees, the Town Clerk, and Edmund 
Morris, the Town Treasurer. Mr. Dady had 


obtained a writ directing these officials to 
issue bonds to pay him fer work on Nep- 
tune Avenue... The Court of Appeals af- 
firmed the writ, but the town officers re- 
fused to issue the bonds, -as Treasurer 
Morris had.died--in the meantime: Mr. 
Dady then brought contempt proceedings. 
Justice Gaynor decides that the death of 
the Town Treasurer is no reason why the 
other two defendants should not obey the 
writ. They are required to do so within 
five days. 


Brooklyn Railroad Taxes. 


The.several street railroad companies in- 
cluded “in the Brooklyn Heights system— 
the Brooklyn City, the Brcoklyn, the 
Queens County and Suburban, and the 
Brooklyn Heights—have paid into the Tax 
Office $76,230.34, and into the Department 
of Arrears $77,494.50. These amounts rep- 
resent their. total indebtedness for taxes, 
but do not take in a number of assess- 


ments levied in several wards, which are 
still in litigation. 


CREEDMOOR SHOOTING RECORD. 


Discussion 
Whom It Belongs This Season. 


There is some discussion in National 
Guard circles as to whom the honor of hold- 
ing the record for shooting this season 
rightfully belongs. It is the ambition of 
every consistent member of the Guard to 
make the record at Creedmoor each season. 
There is no trophy for it, nor even an offi- 
cial announcement, but yet it is an honor 
annually striven for. Two members of the 
yuard this year have qualified in one day 
as marksman, sharpshooter, and expert, 
and to which of these two belongs the rec- 
ord is the topic of discussion. 

Trooper W. W. Seymour, a private in 
Troop 2 of Squadron A, is one who ran the 
gamut of targets in one day, and Col. N. 
B. Thurston of the Twenty-second Regi- 
ment is the other. Trooper Seymour has 
slightly the advantage in points, while Col. 
Thurston qualified in much fewer practices 


than the trooper. As marksman, Private 
Seymour made 43 to Col. Thurston’s 40. 
Both mace the same score as sharpshoot- 
ers, that of 44, and Col. Thurston made 40 
as expert, while Private Seymour scored 
only 38. This to the layman indicates an 
advantage for Col. Thurston on the expert 
range. Troopers shoot with carbines and 
infantrymen with rifles, and in considera- 
tion of the difference, the necessary expert 
score for a trooper is 36, while the infantry- 
man must score 40. Thus it is seen that 
Col. Thurston barely made his qualification 
and Private Seymour exceeded his by two 
points. 

On the other hand, however, Col. Thurston 
made his three qualifications In an hour and 
a half, and it required the trooper several 
hours to succeed at all the ranges. There 
is no.established precedent for comparing 
the advantage in time, and the advantage 
in points, so the members of the Guard who 
have discussed the matter have differed in 
their opinions. Although the season is not 
ended, no one will have an opportunity to 
equal the above records, as the three ranges 
will not be opened on one day again this 
year, the echelon arrangements of the firing 
lines having been deemed dangerous. 


Among Guardsmen as to 


Work of Loading the Ormesby Rushed 


The work of loading grain on the British 
steamship Ormesby, which arrived just in 
time to save her charterers the difference 
between October and November freights, 
was pushed yesterday. At the office of 
Peter Wright & Sons it was said that only 
80,000 of the 150,000 bushels that the 
Ormesby was to load was guaranteed for 
October shipment, and the amount involved 
on the difference of rates would be not 
more than $2,000, instead of $10,000, as re- 
ported aboard the steamship when she ar- 
rived on Sunday. The 80,000 October ship- 
ment, it was said, would be aboard by 
midnight last night. The remainder of the 
grain may be loaded under ordinary con- 
ditions of working speed to-day. 


Phrases. 


**Pure Linen.” 


Coarse, or fine, low 
price or expensive, it 
makes no difference— 
all our linen fabrics 
must wear this badge. of in- 


tegrity. 
“Large Variety.” 


This is a conservative 

statement of a larger 

fact, for it is generally 

128% admitted that we con- 

stantly have on hand a greater 

assortment of household linens 

and linen fabrics of all kinds 
than is shown elsewhere. 


‘Fair Prices.” 


The fact expressed by 

this phrase has always 

been a leading factor 

| zs in the success of our 

business. Fair prices are a 

source of satisfaction to every 
one. 


James McCutcheon & Co 


14 West 23d Street, N. Y. 





_ Punts Fine Furniture 


a 


‘The lady thus addressed her spouse— 


What a mere dungeon ts this house!” 
COW PER. 


Do. you know a room is more cheerful or 
depressive. by the colors chosen ?—cheerful 
and inspiring if the colors are harmonious, de- 
pressive and irritating if they are noisy and 
self-asserting, if “’tis jar and tumult and intes- 
tine war,” 

Do you know we are masters in color har- 
mony? We have studied interior decorations 
of all periods,—from prodigality of beauty in 
the old Roman houses in Pompeii, and the 
splendid color combination of the Orient, to 
the simple dignity of Colonial times. 

We are constantly devising new schemes of 
decoration, based on our knowledge of old, 
but having a charming freshness and piquancy. 
We make special designs for each house, each 
room we decorate. 

The story of our furniture is the story of 
art itself, at factory prices, as you 


“BUY OF THE MAKER” 


Geo. C.Fuint Co. 


43, 45 ano 47 WEST 23°ST)) 
NEAR BROADWAY 


FACTORY: 154 AND I56 WEST I9 “STREET 


MRS. WARING AT HOME AGAIN. 





Her Son, and the Nurse Return 
to the Rutherford. 


Mrs. Waring, her son, John P. Yates, and 
Miss Gilfillan,-the nurse who attended Col. 
Waring to, the,time of: his death, returned 
yesterday to the apartments in the Ruther- 
ford, at 175 Second Avenue, from the home 
of Dr, Daniel M. Stimson, 11 West Seven- 
teenth Street. The apartments‘had been thor- 
oughly disinfected, and Col. Murphy and 
the health officials in charge of the work 
made positive assurances that the danger 
from infection had been entirely eliminated. 
All three will be under surveillance of the 
department, however, until the danger pe- 
riod has passed. By to-morrow the nominal 
quarantine will be raised. 3 

Mrs. Waring has not yet stated just what 
disposition she will make of her husband’s 
ashes, which are now in the receiving vault 
at Swinburne Island. 

It was stated yesterday that Secretary of 
War Alger had requested William J. Clark, 
head of the railway department of the Gen- 
eral Electric Company, to examine and put 
the finishing touches on the report made by 
Col. Waring in_reference to the sanitation 
of Havana and’ other Cuban cities. Mr. 
Clark was associated with Col. Waring in 
Cuba, as was also J. W. Crawford, an en- 
gineer of the Pennsylvania Railroad. 


She, 


No One in Col. Waring’s Place, 


At a meeting of the committee of the Citi- 
zens’ Union held yesterday, resolutions 
were adopted eulogizing Col. Waring. It 
was also decided not to fill the place on the 
State ticket left vacant by his death. 


Levy on Tradesmen’s Bank Upheld. 


Judge Lacombe, in the United States Cir- 
cuit Court, yesterday handed down a deci- 
sion denying the motion of Bank Examiner 
Kimball for an -injunction restraining the 
Sheriff from’ maintaining a levy on the 
Tradesmen’s National Bank. Examiner 
Kimball claimed that his instructions from 
Lawrence O. Murray, Deputy and Acting 


Controller, practically made him acting re- 
ceiver, and that the Sheriff had no power to 
make the levy he did in behalf of the Con- 
tinental National Bank. Judge Lacombe 
said that Mr. Kimball’s instructions were 
— sufficient to make him temporary re- 
ceiver. 


WHY DOUGLASS DISAPPEARED. 


Jersey City Ex-Justice Says He Suf- 


fered from Insomnia, 


Ex-Police Justice Willlam P. Douglass 
of Jersey City, who is now at his home, 
16 Brinkerhoff’ Street, after an absence of 
six weeks, made a brief stat@ment yester- 
dav. 

He said that the statement given out 
by the police that his disappearance had 
been cleverly arrranged was not true. He 
said his absence was-entirely unpremedi- 
tated. He did not remember all his wander- 
ings, but hada pretty clear idea-of what 
had ‘happened to him. He said that several 
of his intimate friends*knew where he was 
for a week before he returned, but his 
family did not. Mrs. Douglass’s first knowl- 
edge of his return was when he appeared 
at the house. a 

Mr. Douglass said that his disappearance 
was entirely attributable to his inability 
to’sleep, aggravated by a_ severe attack 
of neuralgia. As to the published reports 
eoncerning his financial troubles he would 
say nothing, except that his friends had 
arranged all those matters for him, and 
for the present he should leave them in 
their hands. He added that he would re- 
sume his law business as soon as possible. 
His health, he said, was better than when 


he went away. 


YONKERS, Oct. 31.—Ex-Justice Douglass 
of Jersey City spent the last week of his 
absence from Jersey City in Yonkers. He 
staid at the Wynnstay Hotel, leaving when 
recognized by a friend. The injury to his 
finger, which he says he is unable to ac- 
count for, was received by falling from a 
trolley car here. 


Suicide at Providence, R. I. 
PROVIDENCE, R. I., Oct. 31.—George M. 
Atwood, a well-known bookkeeper, commit- 


ted suicide to-day by shooting with a re- 
volver. He had suffered from melancholia. 


‘SHOW 


BROADWAY & 11TH ST. 


SALE OF RIBBON, 
6, 64 and 73 inches wide, 
45 Cents Per Yard. 


Double-faced Satin Ribbons, 
sash widths, of extraordinary 
value for decoration or fancy 
work, 

300 pieces in Black, White, 
Cream, and the standard 
fancy and Evening shades. 

Ready this morning at spe- 
cial counters on the Main 
Floor, 

45 Cents Per Yard; 


Until this sale, 75 and 95 cents. 


JAMES McCREERY & CO., 
Broadway and 11th St. 





A few hundred pairs of 
those ladies’ kid buttoned, 


patent tip, welt boots at 
$1.45, at our old corner, 


Sixth Ave. & 23d St. 


ALEXANDER, 





SE eee 


CARNEGIE HALL. 


PuinwaRinonic Secret” 


of New York. 
1898—Fifty-seventh Season—1 849. 
EMIL PAUR... , ecesees CONDUCTOR. 
First Public Rehearsal, Friday, Nov. 4, at 2 P.M. 
First Concert, Saturday, Nov. 5, at 8.15 P.M. 
SOLOISTE: a 
ADELE AUS DER OHE. 
PROGRAMME : 
Overture, ‘‘ Benvenuto Cellini ’”’ Berlioz 
Concerto for Piano, No. 2, B flat major. .Brahms 
MISS ADELE AUS DER OHE. 
Symphony, No. 7, A major Beethoven 
Subscriptions for Eight Public Rehearsals, or 
Concerts, from $5 to $14; Boxes, $80 and $100._ 
Seats for single Rehearsals or Concerts, from T5ec. 
to $2, Boxes $12 and $15, General Admission_$1. 
Box Office open daily from 9 to »5. 
AUG. ROERBELEN, Secretary. 


MISS 





—_——_— 


CARNEGIE HALL. 


Rosenthal 


Res. seats, $2, $1.50 & $1, 
at Schuberth’s and box office. 
Henry Wolfsohn... Manager 
Steinway Piano Used. 


THIS 
TUESDAY 
Afternoon 

at 2:30. 


CARNEGIE HALL. 
Wed. Aft., Nov. 9, and Thurs. Evg., Nov. 10. 


Boston Symphony Orchestra, 
Mr. Gericke, om" Rosenthal. 


and =. : 
Tickets at Box office and Tyson’s, (th AV. 
Hotel,) at regular prices. 
Herald Square 
THEATRE. 35th 
St. & B’way, Ev’gs 
8:15. Matinees Wed. 
and Sat., 2:15. 
Xtra Elec.Day Mat. 
42"°ST 


3 AMERICAN “inc 
CASTLE S0.0PERA CO. BT AVE 
Romeo and Juliet “ “syasne 


‘‘ Nothing 
funnier on 
the stage.” 
—SUN. 


BY AMERICANS. 
tpi Oma > . ra ox 

Bvgs.8:15.25¢.50c.75c.$1. Mats. ,1, 100 Res. Seats, 25¢ 

“Next week—THRE PIRATES OF PENZANCE. 


FOOD | MADISON SQUARE GARDEN, 
SHOW. [SP ONLY 3 DAYS ] ! 


SOUVENIRS EVERY DAY. 
Admission, 25 cents. 


Cooking Lectures, 2:30 P.M. 
WALLACK’S. Evgs., 8:15. Sat. Mat., 2. 


JULIA ARTHUR 


IN HER MAGNIFICENT CREATION. 


A LADY OF QUALITY. 
SPECIAL MATINEE ELECTION DAY. 


HORSE | The sale of boxes to members and 


Stockholders only will take place 
Friday, Nov. 4, at 3:30 P. M., at 
the Concert Hall of 

THE MADISON SQUARE GARDEN. 
ACADEMY OF MUSIC, 14th St. & Irving Pl. 
Matinée Election Day. 


SPORTING LIFE. srs 2 








50, 75, 1.00. 


2D MONTH—20 HORSES & 200 PEOPLE. 
Mats. Wed. & Sat., 2. Eve., 8:15. 


rT . @ Bin ADM. 50c. 
KOSTER & BIAL’S. wir sar 
2 BIG SIR. ANDY DE BOOTJACK 
BURLESQUES'LAST WEEK—IN GOTHAM. 
FOREIGN STARS. 


VAUDEVILLE 





B’WAY AND 29TH ST. 
2 Big Shows every Day, 2 and 8. 
. The Mock Turtle. A Warm Reception. 
Glowing Pictures, 60 Matchless Women. 
Kx> 


MANHATTAN p28 PaTF= ney 
‘The Turtie Sp 





Souvenirs Mon! 
Mat. 


OPERA 


HARLEM focse. 
Eve. 8:20. Sat. Mat. 2:15. 
IRVING (Pe Evening and Sat. Mat. 


Elec’n Day 





DOODLE 


YANKEE 
| DANDY. 


av. Some eatin >? (Cisne People.) 
PLACE CIRCUSLEUTE,”’ (Circus Peo! 
THEATRE Komedy in 3 Acts by Schoenthan. 


AID HILL THEA. Mat. every day, 25c. 
MURRAY.2: & Lex. Av. EVENINGS, 25 and 50c 
This Week—CONF USION, 





— —~—s 


GRAND (23d St. & Sth Av. Mats. Wed. & Sat. : 
2h P. lar Prices. fed. 
OBA (ne MpEST TOSSED eres WS 
) SublMats., 2c and 0c 


“METHODIST PREACHERS MEET. 


The Race Question Comes Up and 


Causes Discussion, 


The Methodist Preachers, at the weekly 


meeting at 150 Fifth Avenue yesterday, had 
an unusually lively meeting. Prof. W. L. 
Bulkley of Claflin University, Orangeburg, 
S. C., delivered an address on ‘“ The Hope 
of the South.’ Mr. Bulkley, who is col- 


ored, said that the hope of the South was 
religion and education. } 

The Rev. Dr. E. E. Hoss of Nashville said 
that as to lynch law, he had spoken and 
written against it more than any other man 
in the South. Nevertheless he did not think 
the people of the North could properly say 
much until they punished their own lynch- 
ers. ‘‘I believe no Southern Governor has 
ever yet issued an imperial edict,’’ he said, 
“that no negro shall enter his State seek- 
ing work. Gov. Tanner has said he would 
receive them at the border with Gatling 
guns. I believe he is a Republican.”’” [A 
voice, ‘‘ Shame on him!” followed by cries 
of ‘‘ Amen! ’’] 





Free Lighterage for Grain. 


the grain trade met last 


evening in the managers’ room at _ the 
Produce Exchange and heard from the 
Grain Committee a favorable report on the 
proposal of the Brooklyn Wharf and Ware- 
house Company to give free lighterage, on 
the condition that the ‘“ equalizing’’ pre- 
mium be abolished. The recommendation 
was adoptedl on this resolution: ‘*‘ That the 
Joint Special Committee from the Grain 
Trade and Committee on Grain report back 
to the trade that after conference with 
counsel of the Exchange they find the rules 
cannot be changed to effect existing com* 
tracts; and we recommend that the propo- 
sition of the Brooklyn Wharf and Ware- 
house Company be accepted, and _ the 
proposed amendment to Rule 6 of the Grain 
(Rules be adopted, to take effect on all 
contracts expiring on and after June 1.” 


Members ot 


SAM T. JACK’S THEATRE, 


Our a | 
Fn QOvercoats 

The first impression of an 
overcoat before the mirror is 
the lasting one—always a good 
one with ours. 


‘We call special attention to a full cut Oxford 
he 


Llama—with silk lining, velvet piped edges, 


$40. 


_Also to our imported black Vicuna, full 
silk lined, very dressy, 


To our black and blue Meltons with 4a 
Seams, raw edges, velvet collars, heavy si 


lining, boxy in effect, $35 
« 


To our black and blue Meltons—very fine 
plaid worsted body lining, silk shoulders, lap 
seams, raw edges, velvet collar ; 

All equal to custom in make and 
Style. Boxy in effect. 


And Overéoats 
from $10 to $45. 


HACKETT, CARHART 
& CO., 


Cor. 13th St., 
Cor. Canal St., 
Near Chambers, 


+ 


in almost endless variety 


Broadway, 


SS —————_—_—_— 
104 West 14th Street. 


COWPERTHWAIT’S 
RELIABLE TEA TABLES, 
CARPETS. $5.00, 


Regular Price $6.75. 


LONG CREDIT, 





Daly’ RUNAWAY e 


|GIRL, 
|Merriest Musical Comedy ever pro- 
jduced@ at this theatre: 
ye The Sly Cigarette,’ 2 encores nightly. 
‘The Nation’s Duet,’’ 3 encores nightly 
*“The Man From Cook’s,’’ 3 encores, 
tb Soldiers in the Park,’’ 5 encores, 
The Boy Guessed Right,’’ 3 encores. 
“THE GOBLINS,’’ Darky duet and 
dance. Surprise of the Evening. 
2 _ |‘ High Sqciety,’’ 4 encores nightly. 
Every Evg., 8:10. Matinées Wed. & Sat. at 2 
*SPECIAL MATINEE ELECTION DAY. 


Pe Seeds sunns aabings <p 
th - THEATRE. B’way & 28th St. 
Evenings, 8:15. Sat. Mat., 2:30, 
EDWIN KNOWLES....Manager 


JOSEPH JEFFERSON COMEDY 


COMPANY, 
LAST OF 


WEEK THE R IVA LS : 


Com. Mon., Nov. 7, ELECTION DAY MAT. 
RIP VAN WINKLE THE RIVALS. 
Box office open daily 9 A. M. Mr. Ward, Treas, 


LAST NIGHTS. 


BIJOU. sam BERNARD 


Evgs. at 8:20. 
Mats. Wed. & Sat.) The Marquis of Michigan. 


Including ALICE ATHERTON and a great Co. 

MONDAY | MAY | in her latest & [KATE KIP, 

BV.NOV. 7,/IRWIN|greatest success,|) BUYER. 
Seats on Sale To-morrow, (Wed’y.) 


a 


LYCEUM 23.8%: SOTHERN 


Daniel Frohman, 
Manager. 

8:30; Matinées Thursday & Sat.; also Tues. 
eoveceeee+A COLONIAL GIRL... cccsece 
eceoecceeesA COLONIAL GIRL... cccccse 
By Grace L. Furniss and Abby S. Richardson, 

with E. H. Sothern, Virginia Harned, & Co. 
SPECIAL BLECTION DAY MATINEE. 
NOON TO 1i P. M. 


KEITH'S 
Balconies, 25¢c. Admission, 50c. 


Front Orchestra, 75c. Box Seats, $1. Boxes Res’d. 
HARRY WOODRUFF, CHAS. T. ELLIS & BI@ 
BILL. BIOGRAPH: Coronation of Welhelmina, 


GARDEN THEATRE. 27th St. and Madison Av. 
Evenings, 7:45. Sat. Mat. at 2, j 
MR.RICHARD in Edmond Rostand’s 


MANSFIELD) Cyrano de Bergerac, 


— rr 
Madison Square Theatre. 24th St. & B’way. 
Evenings, 8:30. Matinée Saturday, 2:15. 

38RD WEEK. | The Big Farce Sit. 
FF. 


XTRA MATINEE ON AND 


ELECTION DAY. 
KNICKERBOCKER. B’way & 38th St. 
Evgs. at 8:15, 


VIOLA ALLEN Mats. Wed. & Sat. 
THE CHRISTIAN 223 ™s) 


ICT THEATRE, cor.6th Av. Mats. Wed.& Sat 
14TH ST, Reserved Orch., Circle, or Balcony, 


CHAUNCEY 








2 Weeks Only. 
Mat. Election Day. 
Last 
THEATRE. Broadway and 40th St, 


EMPIRE Evenings, 8:20. Mats. 2:15, 
Matinées Wednesday & Saturday. 


JOHN DREW IN THE LIARS. 


GARRICK THEATRE. 35th St., near B’ way. 
Ev’gs, 8:15. Matinée, 2715. 
Matinées Wednesday and Saturday. 


ANNIE RUSSELL in CATHERINE, 


INO! Last 5 Nights! Mr. DAN DALY & 
CA ; Last Mat. Sat. The BELLE of'N. ¥. 
IN PREPARATION The New Musical Play, 
FOR NOV. 10, “A Dangerous Maid.” 
Seat Sale Begins To-morrow, 9 A. M. 


Broadway Theatre. Evgs., 8:15. Sat. Mat., 2 


2, FRANCIS WILSON 2&3 


Weeks, Company. 
THE LITTLE CORPORAL. 
WORLD IN WAX NEW WARGROUPS 


EDENVMUSEE 


Hear the GypsyMusic CINEMATOGRAPH. 


COLUMBUS 


SARDOU’S 


STOCK COMPANY, 
SPITE OF ALL.” 


THE TURF, 


“IN 


nn nn nen enn 


QUEENS CO. JOCKEY CLUB : 


AQUEDUCT, L. I. 


Racing Every Day at 2 P.M. 


Admission to grand stand, $1.50. Ladies, $1.00. 

Race trains leave E. 34th St. 10:50 A. M., 12:20, 
12:50, 1:15, 1:50 P. M., Flatbush Av., 12:25, 1:15, 
1:54 P. M. Stages connect with Kings Co. L. 


CITY OF WASHINGTON HELD. 


Ward Liner Will Be Disinfected and 
Released This Morning. 


The Ward Line steamship City of Wash- 
ington, which arrived yesterday morning 
from Havana, was detained by Health 
Officer Doty because a cablegram had been 
received from Havana notifying him that 
a man had died on the steamship on. her 
way to Havana, and that just before her 
departure for New York F. Patino, a fire- 
man, had been taken ashore sick. Dr. Doty 
had cabled for further particulars as to the 
nature of the sickness, but having received 
no reply he decided, as a precautionary 
measure against the possible introduction 
of yellow fever. to disinfect the steamship 
and hold her till the expiration of the five 
days’ period of incubation—this morning. 

The passengers on the City of Washing- 
ton are A. Abril, Leopold Amand, Henry 
Beach and son, James Chasmar,, A. Capote, 
Maj. Spencer Crosby of Gen, Brooke’s staff, 
Emilio Cardero, Augustin Diaz, J. D. Ful- 
ton and wife, E, Sherwin Gould, Juan Gare 
cia, P. McHale, J. H. Hartnett, Sidney 
Holmes, Mrs. S. Klein and child, T. C. Ley- 
den, a correspondent; H. Loomis, Jr.; Capt. 
Frank Loorney of the Second Immune Reg- 
iment, David Towers, Mrs. Van Caneghan 
and sons and daughters, and William 
Weaver. 


Maine Artillerymen Here. 


The transport Mississippi arrived here 
yesterday from Portland and Boston, hav- 
ing on board three batteries of the First 
Maine Heavy Artillery. These, with the 
Second Battalion of the Second Volunteer 
Engineers, from Montauk Point, 
from here on the transport Michigan to 
Savannah and there join the Second Army 
Corps, which is to be sent to Cuba. The 
Michigan, at Savannah, will embark the 


Fifth United States Cavalry for Puerte 
Rico. gee 


$32. 


Election Dawg. ~ 


COLUMBUS THEATRE ~ 


will go 


$35. 


Be 
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“ 
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CONTINUOUS PERFORMANCB,,-~ ff 


Times of SWEET INGEY OLG Ase 
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